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1.0  EXECUTIVE  SUMMARY 


1.1  BACKGROUND 

Perchlorate  is  an  inorganic  anion  and  a  primary  ingredient  in  solid  rocket  propellant.  It  exhibits 
high  solubility  and  mobility  in  water  and  has  been  identified  in  groundwater  at  numerous  sites 
across  the  United  States.  Enhanced  in  situ  bioremediation  (EISB)  of  perchlorate-impacted 
groundwater  offers  a  simple  approach  to  treat  and  destroy  perchlorate  in  the  subsurface.  This 
report  describes  work  conducted  to  demons trate/validate  the  use  of  a  semi-passive  EISB 
approach  at  the  Eonghom  Army  Ammunition  Plant  (EHAAP)  in  Texas. 

The  semi-passive  EISB  approach  involves  periodic  (e.g.,  two  or  three  times  per  year)  delivery  of 
electron  donor  to  create  a  biologically  active  zone  for  the  purposes  of  promoting  perchlorate 
biodegradation  either  as  a  biobarrier  across  a  plume  or  for  treatment  of  other  target  treatment 
zones.  The  semi-passive  biobarrier  approach  involves  the  use  of  extraction  and  injection  wells  to 
add  and  mix  the  electron  donors  in  the  subsurface.  Once  electron  donor  is  delivered, 
recirculation  is  shut  off,  and  the  electron  donor  promotes  in  situ  biological  treatment  of  the 
perchlorate. 

1.2  OBJECTIVES  OF  THE  DEMONSTRATION 

The  overall  objective  of  this  work  was  to  demonstrate  the  efficacy  of  the  semi-passive  approach 
to  EISB  to  generate  accurate  full-scale  design  and  cost  information  for  widespread  technology 
consideration  and  application.  The  demonstration  was  designed  to  evaluate  performance 
objectives,  including  I)  the  ease  of  installation  of  system  components,  2)  the  ease  of  electron 
donor  delivery  events,  3)  the  enhancement  of  microbiological  activity  and  the  reduction  in 
perchlorate  concentrations,  4)  the  ease  of  performance  monitoring  and  validation,  and  5)  the 
radius  of  influence  and  distance  for  degradation. 

Demonstration  Results 

Based  on  the  experience  and  observations  made  during  the  demonstration,  the  performance 
objectives  for  the  demonstration  were  achieved.  The  results  of  the  field  demonstration  phase  of 
the  work  showed  the  following: 

1 .  The  data  demonstrate  that  significant  reductions  in  perchlorate  concentrations  can 
be  achieved  using  EISB  for  perchlorate.  At  the  end  of  the  demonstration, 
perchlorate  concentrations  were  reduced  from  levels  over  800  micrograms  per 
liter  (pg/E)  to  less  than  4  pg/E  in  10  of  13  shallow  wells  within  and  downgradient 
of  the  biobarrier,  and  the  concentrations  in  the  other  wells  ranged  from  7  to 
10  pg/E.  The  average  concentration  of  perchlorate  in  shallow  wells  within  and 
downgradient  of  the  biobarrier  following  the  final  addition  of  electron  donor  was 
3.4  pg/E. 

2.  Eollowing  the  final  injection  of  electron  donor,  the  concentrations  of  iron, 
manganese,  and  arsenic  in  groundwater  samples  increased  within  the  area  of  the 
biobarrier  relative  to  the  upgradient  concentrations,  but  the  concentrations  in 
wells  downgradient  of  the  biobarrier  declined  significantly. 
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An  assessment  of  the  eosts  to  implement  EISB  for  perehlorate-impaeted  groundwater  using  the 
semi-passive  approach  was  also  conducted.  A  cost  model  was  developed  for  a  template  site 
based  on  a  typical  site  with  perchlorate  impacts  in  shallow  groundwater.  Cost  estimates  were 
prepared  for  four  different  approaches  to  EISB  and  a  conventional  pump-and-treat  (P&T)  system 
to  provide  points  of  comparison  with  the  EISB  approaches.  The  cost  model  focused  on  treatment 
of  a  contaminated  plume  of  groundwater  and  did  not  include  costs  for  possible  source  zone 
treatment.  The  cost  assessment  includes  estimates  of  the  net  present  value  (NPV)  of  30  years  of 
future  costs  to  help  assess  the  life-cycle  costs.  NPV  and  total  costs  are  presented  below. 


Semi-Passive 

Biobarrier 

Passive 

Biobarrier 

Active 

Biobarrier 

Trench 

Biowall 

P&T 

NPV  of  30  years  of  total 
remedy  eosts 

$1,560,000 

$1,620,000 

$1,980,000 

$1,450,000 

$2,310,000 

Total  30-year  remedy 
eosts 

$2,060,000 

$2,250,000 

$2,700,000 

$2,040,000 

$3,160,000 

1,3  IMPLEMENTATION  ISSUES 

Many  guidance  documents  are  available  from  organizations  such  as  U.S.  Environmental 
Protection  Agency  (USEPA),  Interstate  Technology  &  Regulatory  Council  (ITRC),  and  Air 
Eorce  Center  for  Engineering  and  the  Environment  (AECEE)  dealing  with  EISB  for  perchlorate 
and  chlorinated  solvents.  Many  design  issues  with  EISB  for  chlorinated  solvents  are  also 
common  to  perchlorate.  The  Strategic  Environmental  Research  and  Development  Program 
(SERDP)  and  Environmental  Security  Technology  Certification  Program  (ESTCP)  recently 
published  a  monograph,  “In  Situ  Bioremediation  of  Perchlorate  in  Groundwater,”  based  in  part 
on  the  work  described  in  this  Cost  and  Performance  Report.  This  monograph  contains 
information  on  the  various  options  for  treatment  of  perchlorate-impacted  groundwater  and  on  the 
design  for  these  options,  including  the  semi-passive  approach  to  EISB. 

Key  implementation  issues  that  need  to  be  considered  with  this  technology  are  regulatory  issues, 
end-user  issues,  and  design  issues.  The  implementation  of  EISB  in  most  jurisdictions  requires  a 
groundwater  reinjection  permit.  End  users  will  have  an  interest  in  the  technology  because  of  its 
ability  to  treat  groundwater  in  situ  at  an  overall  cost  much  less  than  for  conventional  P&T 
remediation  approaches.  End  users  and  other  stakeholders  may  have  concerns  regarding  1)  the 
effectiveness  of  the  technology  in  reducing  concentrations  of  target  compounds  below 
appropriate  criteria  and  2)  potential  negative  impacts  of  excess  electron  donor  on  water  quality 
downgradient  of  the  treatment  zone.  Design  issues  to  be  considered  include  treatment  of  sites 
with  1)  low  hydraulic  conductivity,  2)  significant  variations  in  hydraulic  conductivity,  3)  high 
concentrations  of  competing  electron  acceptors,  and  4)  high  concentrations  of  naturally  occurring 
metals  in  the  subsurface  soil. 
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2.0  INTRODUCTION 


This  Cost  and  Performance  Report  has  been  prepared  by  Geosyntec  Consultants  (Geosyntec)  for 
ESTCP  to  present  a  summary  of  the  results  of  the  semi-passive  EISB  demonstration  that  was 
conducted  at  the  EHAAP  in  northeast  Texas.  This  work  was  conducted  as  part  of  ESTCP 
Project  ER-0219,  “Comparative  Demonstration  of  Active  and  Semi-Passive  In  Situ 
Bioremediation  Approaches  for  Perchlorate  Impacted  Groundwater.”  Additional  details  of  the 
demonstration  test  are  presented  in  the  “Pinal  Report,  Comparative  Demonstration  of  Active  and 
Semi-Passive  In  Situ  Bioremediation  Approaches  for  Perchlorate  Impacted  Groundwater:  Semi- 
Passive  Bioremediation  Demonstration”  (Geosyntec,  2008). 

Section  I  of  this  report  presents  background  information  and  summarizes  the  objectives  of  the 
demonstration.  Section  3  describes  the  semi-passive  bioremediation  technology  demonstrated  in 
this  work.  Section  4  presents  the  performance  objectives  for  the  demonstration.  Section  5 
presents  information  on  the  EHAAP  site  where  the  demonstration  was  conducted.  Section  6 
presents  the  test  design  and  results  of  the  demonstration.  Section  7  presents  the  results  of  the 
performance  assessment.  Section  8  presents  a  cost  assessment  of  the  technology,  and  Section  9 
discusses  potential  implementation  issues  with  technology. 

2.1  BACKGROUND 

Perchlorate  (CIO4')  is  an  inorganic  anion  that  consists  of  chlorine  bonded  to  four  oxygen  atoms. 
It  is  a  primary  ingredient  in  solid  rocket  propellant  and  has  been  used  for  decades  in  the 
manufacturing,  testing,  and  firing  of  rockets  and  missiles.  Much  of  the  several  million  pounds  of 
perchlorate  produced  in  the  United  States  each  year  is  used  by  the  military  and  National 
Aeronautics  and  Space  Administration  (NASA),  but  private  industry  has  used  perchlorate  to 
manufacture  products  such  as  fireworks,  safety  flares,  automobile  airbags,  and  commercial 
explosives. 

Perchlorate  exhibits  high  solubility  and  mobility  in  water  and  is  very  stable,  being  degraded  only 
under  anaerobic  conditions.  When  perchlorate  is  released  into  a  typical  groundwater  or  surface 
water  environment,  it  tends  to  persist  and  can  migrate  to  great  distances  (many  miles)  in 
groundwater,  as  has  been  observed  at  many  sites.  Perchlorate  released  to  the  subsurface  many 
decades  ago  can  also  be  retained  in  the  pore  spaces  of  low  permeability  materials  such  as  silts 
and  clays,  representing  a  long-term  threat  to  groundwater  and  surface  water. 

Conventional  technologies  for  the  treatment  of  perchlorate-impacted  groundwater  are  expensive. 
In  California  alone,  the  costs  for  remediation  of  perchlorate-impacted  groundwater  are  expected 
to  be  in  the  billions  of  dollars.  Of  the  technologies  being  developed,  bioremediation,  is  among 
the  most  promising,  because  it  has  the  potential  to  destroy  perchlorate  rather  than  transferring  it 
to  another  waste  stream  (e.g.,  impacted  resin  or  brine)  requiring  costly  treatment  or  disposal. 
Recent  bench-  and  small-scale  field  demonstrations  are  providing  strong  evidence  that  in  situ 
bioremediation  can  provide  a  less  costly  and  less  operation  and  maintenance  (0&M)-intensive 
approach  to  remediating  perchlorate-impacted  groundwater.  Specifically,  EISB  has  potential  to 
both  destroy  perchlorate  source  areas  and  control  the  migration  of  the  perchlorate  plumes  that  are 
threatening  drinking  water  supplies. 
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One  of  the  main  faetors  that  affeets  the  sueeess  and  eost  of  in  situ  bioremediation  systems  is  the 
effeetiveness  of  nutrient  (eleetron  donor)  delivery  and  mixing  in  the  subsurfaee.  A  variety  of 
aetive,  semi-passive  and  fully  passive  eleetron  donor  delivery  systems  have  been  employed  to 
promote  eontaminant  biodegradation.  As  further  discussed  in  Section  4,  each  of  these  delivery 
configurations  has  associated  benefits  and  limitations  with  respect  to  ease  of  implementation  and 
cost.  This  report  describes  work  conducted  to  demons trate/validate  (Dem/Val)  a  semi-passive 
EISB  approach  at  a  relatively  shallow  site  at  LHAAP  in  Texas. 

2,2  OBJECTIVES  OF  THE  DEMONSTRATION 

The  specific  overall  objectives  of  this  technology  demonstration  were  to; 

•  Demonstrate  that  perchlorate  can  be  biodegraded  in  situ  to  acceptable  levels  (i.e., 
the  practical  quantitation  limit  [PQL])  using  in  situ  bioremediation  with  a  semi¬ 
passive  electron  donor  delivery  methodology 

•  Evaluate  the  effectiveness  of  the  electron  donor  delivery  approach  under  in  situ 
conditions,  and  generate  design  and  performance  data  for  full-scale  application 
using  this  approach  (e.g.,  cost  per  unit  area  or  unit  volume  groundwater  treated) 

•  Evaluate  the  effects  of  the  electron  donor  delivery  approach  on  the  acclimation, 
development,  and  stability  of  the  in  situ  microbial  communities 

•  Evaluate  the  effects  of  the  electron  donor  delivery  approach  on  groundwater 
quality  (e.g.,  production  of  sulfides  or  methane,  or  mobilization  of  dissolved 
metals),  and  assess  its  suitability  for  use  in  drinking  water  aquifers  (to  address 
direct  regulatory  concerns) 

•  Identify  design  and  operational  factors  that  influence  successful  implementation 
and  continued  operation  of  the  in  situ  bioremediation  approach. 

The  specific  performance  objectives  for  the  demonstration  were  achieved  as  discussed  below. 

•  The  ease  of  installation  of  electron  donor  delivery  components.  This  objective 
was  achieved  based  on  experience  with  the  actual  installation  of  the  electron 
donor  delivery  system  at  the  EHAAP  Site.  The  equipment  for  the  injection  of 
electron  donor  and  short-term  circulation  of  groundwater  was  readily  available 
through  local  drillers  and  plumbing  suppliers.  The  procedures  used  to  install  the 
wells,  pumps,  and  piping  were  standard  for  local  licensed  drillers  and  the 
procedures  were  simple  enough  to  be  conducted  by  field  technicians  with  minimal 
special  training. 

•  The  ease  of  electron  donor  delivery  events.  This  objective  was  achieved  based  on 
experience  of  field  staff  with  the  actual  electron  donor  delivery  events  who 
reported  that  the  procedures  were  simple  and  completed  with  minimal  training 
and  effort. 
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•  The  enhancement  of  microbiological  activity.  This  objective  was  achieved  based 
on  the  results  of  chemical  and  geochemical  characterization.  Groundwater 
monitoring  data  for  chemical  and  geochemical  parameters  demonstrated  that 
electron  donor  addition  enhanced  microbiological  activity  in  the  treatment  zone. 
The  significant  and  sustained  reductions  in  perchlorate  concentrations  in 
groundwater  observed  following  addition  of  electron  donor  provide  additional 
indication  that  biological  activity  was  enhanced  by  the  addition  of  electron  donor 
and  that  this  biological  activity  included  microorganisms  capable  of  degradation 
of  perchlorate. 

•  The  ease  of  performance  monitoring  and  validation.  This  objective  was  achieved 
based  on  the  data  obtained  during  the  demonstration.  The  quality  of  the  data 
obtained  and  the  ability  to  interpret  this  data  and  quantify  biodegradation  with 
confidence  demonstrates  that  the  performance  monitoring  network  allowed  for 
straightforward  data  collection,  interpretation,  and  validation. 

•  The  reduction  in  perchlorate  concentrations.  This  objective  was  achieved  based 
on  groundwater  sampling  of  performance  monitoring  wells,  which  demonstrated 
that  the  average  perchlorate  concentrations  were  reduced  to  below  the  PQL  of 
4  pg/L. 

•  The  radius  of  influence  and  distance  for  degradation.  This  objective  was 
achieved  based  on  groundwater  sampling  results  from  performance  monitoring 
wells  during  the  tracer  tests  and  following  electron  donor  delivery  cycles,  which 
demonstrated  that  the  radius  of  influence  for  electron  donor  extends  between  all 
recirculation  wells  and  that  perchlorate  was  degraded  before  groundwater  reached 
downgradient  performance  monitoring  wells. 

2,3  REGULATORY  DRIVERS 

The  USEPA  and  various  states  are  currently  evaluating  perchlorate  in  drinking  water,  but  Interim 
guidelines  have  been  published  and  range  between  4  and  18  pg/L.  While  ex  situ  treatment 
alternatives  exist  for  perchlorate-impacted  groundwater,  they  are  often  cost-intensive,  and 
therefore,  this  demonstration  seeks  to  validate  a  more  cost-effective  technology  that  can  meet  the 
pending  remediation  goals.  For  this  demonstration,  the  remediation  target  was  reduction  of 
perchlorate  concentrations  to  the  current  common  PQL,  which  is  4  pg/L  in  most  jurisdictions. 
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3.0  TECHNOLOGY 


This  section  describes  the  semi-passive  EISB  technology  that  is  the  subject  of  the  demonstration 
described  in  this  report.  Section  3.1  provides  a  description  of  the  technology,  and  Section  3.2 
discusses  the  advantages  and  limitations  of  the  technology. 

3.1  TECHNOLOGY  DESCRIPTION 

Enhanced  in  situ  bioremediation  has  proven  to  be  a  cost-effective  approach  for  the  treatment  of 
perchlorate-impacted  groundwater  under  many  different  site  conditions.  One  of  the  main  factors 
that  affects  the  success  and  cost  of  EISB  systems  is  the  effectiveness  of  nutrient  (electron  donor) 
delivery.  A  variety  of  active,  semi-passive,  and  fully  passive  electron  donor  delivery  systems 
has  been  employed  to  promote  in  situ  biodegradation.  Each  of  these  delivery  configurations  has 
associated  benefits  and  limitations  with  respect  to  ease  of  implementation  and  cost.  Active  EISB 
systems  have  been  shown  to  be  effective  (Geosyntec,  2002)  in  providing  migration  control  over 
reasonably  wide  (and  deep)  perchlorate  plumes  with  only  a  few  extraction  and  injection  wells. 
However,  due  to  the  continuous  operation  of  active  systems,  permanent  ex  situ  infrastructure  is 
required,  and  O&M  costs  are  high.  By  comparison,  passive  systems  employing  slow-release 
electron  donors  do  not  require  permanent  ex  situ  infrastructure  and  minimize  short  term  O&M 
costs,  but  the  tight  spacing  of  the  injection  points  or  wells  makes  the  capital  costs  of  the 
installations  prohibitive  for  large  and/or  deep  plumes.  Eonger  term  O&M  costs  for  reinjection  of 
additional  electron  donor  required  every  2  to  4  years  can  also  be  high.  Passive  systems  also 
involve  injecting  large  quantities  of  electron  donor  at  one  time  and  can  have  significant  negative 
impacts  on  secondary  water  quality  characteristics. 

The  goal  of  the  semi-passive  bioremediation  approach  is  to  integrate  the  best  aspects  of  both  the 
active  approach  (wider  well  spacing  and  less  impact  on  secondary  water  quality  characteristics) 
and  the  passive  approach  (minimal  permanent  ex  situ  infrastructure,  lower  O&M),  in  order  to 
optimize  the  balance  of  capital  and  O&M  costs  for  bioremediation  deployment. 

Semi-passive  EISB  of  perchlorate  involves  the  addition  of  electron  donor  on  a  periodic  basis  to 
stimulate  natural  microorganisms.  Semi-passive  EISB  approaches  are  similar  to  active 
approaches  in  that  groundwater  is  recirculated  between  injection  and  extraction  wells;  however, 
with  the  semi-passive  approach,  groundwater  is  recirculated  for  an  “active  phase”  of  a  limited 
duration  (e.g.,  several  days  to  several  weeks)  to  distribute  the  electron  donor,  and  then  the 
recirculation  system  is  shut  off  for  a  “passive  phase”  of  longer  duration  (e.g.,  several  months). 

Injection  and  extraction  wells  can  be  configured  to  create  a  biobarrier  perpendicular  to 
groundwater  flow  or  can  be  used  to  distribute  electron  donor  in  source  areas,  or  throughout  other 
target  treatment  zones. 

The  semi-passive  approach  differs  from  the  passive  approach  in  that  it  relies  on  some 
recirculation  of  groundwater  to  distribute  electron  donor  and  it  differs  from  the  active  approach 
in  that  the  recirculation  of  groundwater  is  conducted  on  a  periodic  and  not  a  continuous  basis. 
The  equipment  used  to  implement  the  semi-passive  approach  may  be  mobile  and  moved  from 
one  area  to  another  as  required  or  may  be  a  permanent  installation  operated  on  an  intermittent 
basis. 
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As  with  the  active  remediation  approaches,  the  electron  donor  used  for  the  semi-passive 
approach  must  be  sufficiently  mobile  to  travel  some  distance  between  the  injection  and 
extraction  wells  in  order  to  achieve  the  desired  electron  donor  coverage.  Soluble  electron  donors 
such  as  sodium  lactate,  citric  acid,  or  ethanol  have  been  used  in  field  applications.  Biomass 
grows  rapidly  during  the  active  phase  when  high  concentrations  of  electron  donor  are  present. 
During  the  passive  phase,  biomass  dies  over  time,  providing  a  source  of  electron  donor  to 
promote  additional  microbial  degradative  activity  until  the  next  electron  donor  addition  cycle. 
The  high  level  of  microbial  activity  also  reduces  natural  minerals  in  the  subsurface,  leaving 
behind  reduced  minerals,  which  help  to  maintain  reducing  conditions  after  electron  donor  and 
biomass  has  been  consumed. 

Semi-passive  approaches  are  similar  to  passive  bioremediation  approaches  in  that  electron  donor 
is  added  to  the  subsurface,  and  the  system  is  allowed  to  operate  predominantly  under  natural 
groundwater  flow  conditions.  The  active  phase  of  the  semi-passive  approach  can  allow  for  a 
better  distribution  of  electron  donor  than  is  possible  with  the  passive  approach  because  electron 
donor  is  pushed  from  the  injection  wells  and  pulled  towards  the  extraction  wells  of  the 
groundwater  recirculation  system.  In  addition,  because  the  amount  of  electron  donor  injected  at 
any  one  time  using  the  semi-passive  approach  is  typically  less  than  is  used  in  passive  systems, 
there  are  generally  fewer  impacts  to  secondary  water  quality  and  hydraulic  conductivity.  As 
with  any  bioremediation  approach,  groundwater  quality  may  be  adversely  impacted  by  trace 
constituents  present  in  the  electron  donors  injected.  Care  must  be  taken  in  the  selection  of 
electron  donors  to  avoid  those  that  could  cause  increases  in  concentrations  of  dissolved  metals  or 
other  undesirable  constituents. 

The  semi-passive  approach,  with  periodic  operation  of  a  groundwater  recirculation  system,  is 
less  expensive  to  operate  than  the  active  approach  because  the  recirculation  system  is  not 
operated  on  a  continuous  basis.  Periodic  operation  of  the  recirculation  system  will  also  result  in 
less  biofouling  of  the  injection  wells  than  with  continuous  recirculation.  The  semi-passive 
approach  also  allows  for  the  use  of  simple  equipment  such  as  a  trailer-mounted  recirculation 
system  that  can  be  moved  from  one  area  to  another  in  sequence. 

3.2  ADVANTAGES  AND  LIMITATIONS  OF  THE  TECHNOLOGY 

The  semi-passive  EISB  approach  that  is  the  subject  of  this  demonstration  can  be  used  as  an 
alternative  to  groundwater  extraction  and  above  ground  treatment  (P&T)  or  as  an  alternative  to 
other  EISB  approaches  (i.e.,  fully  active  or  passive).  Advantages  and  limitations  of  the  semi¬ 
passive  EISB  approach  relative  to  each  of  these  alternatives  are  discussed  below. 

The  semi-passive  EISB  approach  has  the  following  advantages  over  P&T  technologies:  1)  lower 
capital  and  O&M  costs;  2)  will  destroy  perchlorate  rather  than  simply  transferring  it  to  another 
medium;  3)  can  directly  treat  perchlorate  in  situ  in  source  areas,  or  in  groundwater  as  it  pass 
through  a  linear  biobarrier  system;  and  4)  has  the  ability  to  treat  co-contaminants  such  as 
trichloroethene  (TCE). 

The  semi-passive  EISB  approach  has  the  following  limitations  over  P&T  technologies:  1) 
potential  difficulties  distributing  electron  donor  in  sufficient  amounts  to  all  areas  of  the  aquifer 
containing  perchlorate;  2)  effectiveness  possibly  limited  by  the  occurrence  of  specific 
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geochemical  conditions;  and  3)  potential  to  adversely  impact  secondary  groundwater  quality  if 
excess  amounts  of  electron  donor  are  added. 

The  semi-passive  EISB  approach,  with  periodic  operation  of  a  groundwater  recirculation  system, 
has  the  following  advantages  over  passive  EISB  approaches:  1)  requires  fewer  wells  or  injection 
points;  2)  does  not  inject  high  concentrations  of  electron  donor  at  one  time  and  therefore  reduces 
the  impacts  to  secondary  water  quality  characteristics;  3)  does  not  inject  large  volumes  of  oil 
emulsion  that  can  reduce  the  hydraulic  conductivity  of  the  treatment  zone  and  cause  diversion  of 
groundwater  around  the  treatment  zone. 

The  semi-passive  approach  has  the  following  limitations  relative  to  passive  approaches:  1) 
normally  requires  the  installation  of  permanent  injection  wells  and  2)  requires  periodic  re¬ 
amendment  of  the  subsurface  with  electron  donor  on  a  more  frequent  basis  than  most  passive 
approaches. 

The  semi-passive  approach,  with  periodic  operation  of  a  groundwater  recirculation  system  rather 
that  continuous  operation,  has  the  following  advantages  over  active  approaches:  1)  groundwater 
recirculation  equipment  of  a  semi-passive  system  does  not  need  to  be  dedicated  to  a  specific  set 
of  injection  and  extraction  wells;  2)  operating  costs  are  significantly  less  than  for  an  active 
system;  and  3)  equipment  required  for  semi-passive  operation  can  be  less  complex  and  is  less 
likely  to  require  complex  controls  and  permitting. 

Relative  to  active  approaches,  the  semi-passive  approach  results  in  greater  variations  in  the 
concentration  of  electron  donor  than  active  systems  but  not  as  great  as  with  the  passive  approach. 

The  semi-passive  EISB  approach  incorporates  some  of  the  best  aspects  of  both  the  active 
approach  (wider  well  spacing  and  less  impact  on  secondary  water  quality  characteristics)  and  the 
passive  approach  (minimal  permanent  ex  situ  infrastructure,  lower  O&M)  in  order  to  optimize 
the  balance  of  capital  and  O&M  costs. 
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4.0  PERFORMANCE  OBJECTIVES 


The  performance  objectives  for  this  demonstration  are  shown  in  Table  1  and  are  discussed  in 
more  detail  below. 


Table  1.  Performance  objectives. 


Performance  Objective 

Data  Requirement 

Success  Criteria 

Qualitative  Performance  Objectives 

1)  Ease  of  installation  of 
electron  donor  delivery 
components 

Experience  of  demonstration 
operators,  actual  availability,  and 
costs  of  installed  equipment 

Electron  donor  delivery  system  can  be 
readily  installed  by  standard  industry 
procedures/contractors. 

2)  Ease  of  electron  donor 
delivery  events 

Experience  of  demonstration 
operators,  and  costs  of  events 

Electron  donor  delivery  events  can  be 
conducted  with  minimal  training  and  effort. 

3)  Enhancement  of 
microbiological  activity 

Groundwater  an  soil  analyses  for 
geochemical  and  microbial 
characterization 

Electron  donor  addition  enhances 
microbiological  activity  in  the  treatment 
zone. 

4)  Ease  of  performance 
monitoring  and  validation 

Quality  of  data  and  ability  to 
interpret  and  quantify 
biodegradation  with  confidence 

Performance  monitoring  network  allows 
straightforward  data  collection, 
interpretation,  and  validation. 

Quantitative  Performance  Objectives 

5)  Reduction  in  perchlorate 
concentration 

Groundwater  sampling  of 
performance  monitoring  wells 

Perchlorate  concentrations  reduced  to  PQL  of 

4  pg/L. 

6)  Radius  of  influence  and 
distance  for  degradation 

Groundwater  sampling  of 
performance  monitoring  wells 

Radius  of  influence  for  electron  donor 
addition  will  extend  between  injection  and 
extraction  wells,  and  perchlorate  will  be 
degraded  before  groundwater  reaches  the 
furthest  downgradient  performance 
monitoring  wells. 

4.1  EASE  OF  INSTALLATION 

The  ease  of  installation  of  electron  donor  injection  components  is  an  important  factor  in 
maintaining  low  installation  costs  for  the  EISB  technology.  Ideally,  the  installation  can  be 
accomplished  using  standard,  readily  available  materials  and  components  by  contractors  without 
special  training  or  knowledge.  This  criterion  was  evaluated  based  on  the  experience  of 
demonstration  operators  and  the  actual  availability  and  costs  of  installed  equipment. 

This  objective  was  achieved  during  the  demonstration  based  on  experience  with  the  actual 
installation  of  the  electron  donor  delivery  system  at  the  LHAAP  Site.  The  equipment  required 
for  the  semi-passive  injection  of  electron  donor  and  short-term  circulation  of  groundwater  was 
all  readily  available  through  local  drillers  and  plumbing  suppliers.  The  procedures  used  to  install 
the  equipment  were  standard  and  well-established  procedures  for  local  drillers,  and  the 
procedures  were  simple  enough  to  be  conducted  by  field  technicians  with  training  in  basic 
plumbing  techniques. 

4.2  EASE  OF  ELECTRON  DONOR  DELIVERY  EVENTS 

The  ease  of  electron  donor  delivery  events  is  an  important  factor  in  maintaining  low  O&M  costs. 
Ideally,  the  electron  donor  delivery  can  be  conducted  with  minimal  special  training  for  operators 
conducting  the  events,  with  minimal  special  equipment  and  in  a  short  period  of  time.  This 
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criterion  was  evaluated  based  on  the  experienee  of  operators  and  the  eosts  of  condueting  the 
eleetron  donor  injeetion  events. 

This  objeetive  was  aehieved  during  the  demonstration  based  on  experienee  of  field  staff  with  the 
actual  electron  donor  delivery  events.  The  aetivities  and  proeedures  required  for  the  eleetron 
donor  delivery  events  were  simple  enough  to  be  eondueted  by  field  staff  with  minimal 
speeialized  training  and  effort. 

4.3  ENHANCEMENT  OF  MICROBIOLOGICAL  ACTIVITY 

The  enhaneement  of  mierobiological  aetivity  is  a  eritical  faetor  to  the  success  of  the  EISB 
teehnology  beeause  it  is  this  aetivity  that  degrades  the  perehlorate  in  the  subsurfaee.  This 
eriterion  was  evaluated  based  on  the  results  of  groundwater  and  soil  analyses  for  geoehemieal 
and  mierobial  eharaeterization. 

This  objeetive  was  aehieved  during  the  demonstration  based  on  the  results  of  ehemieal  and 
geoehemieal  eharaeterization.  Groundwater  monitoring  data  for  ehemieal  and  geoehemieal 
parameters  demonstrated  that  eleetron  donor  addition  enhaneed  mierobiologieal  activity  in  the 
treatment  zone.  Significant  and  sustained  reduetions  in  oxidation  reduetion  potential  (ORP) 
were  observed  following  addition  of  eleetron  donor  and  provide  the  first  indieation  that 
biologieal  aetivity  was  enhaneed  by  the  addition  of  eleetron  donor.  Reduetion  in  sulfate  in  wells 
in  the  immediate  vieinity  of  the  eleetron  donor  injeetion  points  also  indieates  enhaneement  of 
biologieal  aetivity.  The  signifieant  and  sustained  reduetions  in  perehlorate  eoneentrations  in 
groundwater  observed  following  addition  of  eleetron  donor  provide  additional  indieation  that 
biologieal  aetivity  was  enhaneed  by  the  addition  of  eleetron  donor  and  that  this  biologieal 
aetivity  ineluded  miero organisms  eapable  of  degradation  of  perehlorate. 

4.4  EASE  OF  PERFORMANCE  MONITORING  AND  VALIDATION 

The  ease  of  performanee  monitoring  and  validation  is  an  important  faetor  to  demonstrate  that  the 
objeetive  of  perchlorate  reduction  has  been  aceomplished.  This  eriterion  was  evaluated  by 
assessing  the  quality  of  data  and  ability  to  interpret  and  quantify  biodegradation  with  eonfidenee. 

This  objeetive  was  aehieved  during  the  demonstration  based  on  the  data  obtained  during  the 
demonstration.  The  quality  of  the  data  obtained  and  the  ability  to  interpret  this  data  and  quantify 
biodegradation  with  confidence  demonstrated  that  the  performance  monitoring  network  allowed 
for  straightforward  data  eolleetion,  interpretation,  and  validation. 

4.5  REDUCTION  IN  PERCHLORATE  CONCENTRATION 

The  reduetion  of  perehlorate  eoneentrations  in  groundwater  is  the  most  eritieal  objeetive  of 
demonstration.  This  is  a  quantitative  objective  of  aehieving  an  average  eoneentration  of 
perehlorate  to  the  PQL  of  4  pg/L.  This  eriterion  was  assessed  based  on  the  results  of  ehemieal 
analysis  of  groundwater  samples  eolleeted  from  performanee  monitoring  wells. 

This  objeetive  was  aehieved  based  on  groundwater  sampling  of  performanee  monitoring  wells 
that  demonstrated  that  the  average  perehlorate  eoneentrations  were  redueed  to  below  the  PQL  of 
4  pg/L  in  the  final  sampling  event. 
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4,6  RADIUS  OF  INFLUENCE  AND  DISTANCE  FOR  DEGRADATION 


The  radius  of  influence  and  distance  for  degradation  of  perchlorate  is  an  important  factor  in 
determining  the  effectiveness  of  the  electron  donor  distribution  system.  This  criterion  was 
assessed  based  on  groundwater  sampling  of  performance  monitoring  wells  during  the  tracer  test 
and  following  electron  donor  addition  to  demonstrate  that  the  radius  of  influence  for  electron 
donor  addition  extends  between  injection  and  extraction  wells  and  that  perchlorate  is  degraded 
before  groundwater  reaches  downgradient  performance  monitoring  wells. 

This  objective  was  achieved  during  the  demonstration  based  on  groundwater  sample  results  from 
performance  monitoring  wells  during  the  tracer  tests  and  following  electron  donor  delivery 
cycles,  which  demonstrated  that  the  radius  of  influence  for  electron  donor  extends  between  all 
recirculation  wells  and  that  perchlorate  was  degraded  before  groundwater  reached  downgradient 
performance  monitoring  wells. 
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5.0  SITE  DESCRIPTION 


This  section  presents  information  on  the  LHAAP  Site  where  the  demonstration  was  conducted. 
Section  5.1  describes  the  site  location  and  history;  Section  5.2  describes  the  site  geology  and 
hydrogeology;  and  Section  5.3  describes  the  contaminant  distribution. 

5.1  SITE  LOCATION  AND  HISTORY 

LHAAP  is  located  in  central  east  Texas  in  the  northeastern  corner  of  Harrison  County.  LHAAP 
occupies  nearly  8500  acres  between  State  Highway  43  at  Karnack,  Texas,  and  the  western  shore 
of  Caddo  Lake.  Additional  maps  showing  the  location  of  LHAAP  and  the  Site  16  landfill  at 
LHAAP  are  presented  in  the  Final  Report. 

Information  on  the  test  site  history  and  characteristics  is  presented  in  the  Final  Feasibility  Study 
for  Site  16,  LHAAP,  Karnack,  Texas  (Jacobs  Engineering  Group,  2002).  Additional  information 
on  the  geology  and  hydrogeology  is  presented  in  the  Final  Remedial  Investigation  (RI)  Report 
for  Site  16  Landfill  (Jacobs  Engineering  Group,  2000).  A  summary  of  the  Site  history  and 
conditions  is  presented  below. 

EHAAP  was  established  in  October  1942  with  the  primary  mission  to  produce  2,4,6- 
trinitrotoluene  (TNT)  flake.  TNT  flake  production  continued  through  World  War  II  until  August 
1945.  Erom  1952  until  1956,  pyrotechnic  ammunition  such  as  photoflash  bombs,  simulators, 
hand  signals,  and  40-millimeter  (mm)  tracers  were  produced  at  Plant  2.  Plant  3  was  the  site  of 
the  rocket  motor  facility  that  operated  from  1955  to  1965.  Pyrotechnic  and  illuminating 
ammunition  was  produced  at  the  facility  until  1997. 

Various  production  activities  at  EHAAP  could  have  contributed  to  the  material  disposed  of  in 
Site  16.  During  the  1950s,  a  large  bermed  depression  in  the  central  section  of  the  currently 
capped  area  was  reportedly  used  for  disposal  of  a  variety  of  materials  such  as  substandard  TNT, 
barrels  of  chemicals,  oil,  paint,  scrap  iron,  and  wood.  This  area  was  reportedly  backfilled  and 
covered,  and  operations  continued  moving  eastward,  raising  the  ground  surface  (before  cap)  to 
15  ft  above  the  original  grade.  Bum  pits  and  waste  storage  were  common  at  the  site,  but  there  is 
little  documentation  of  these  activities.  It  is  thought  that  two  rocket  motor  casings  were  burned 
and  buried  on  the  eastern  side  of  the  landfill.  Site  16  was  used  for  disposal  of  all  types  of  solid 
and  industrial  waste  until  the  1980s  when  disposal  activities  were  moved  to  Site  12,  Eandfill  12. 
The  Site  16  landfill  is  no  longer  in  use. 

In  August  1990,  the  installation  was  placed  on  the  National  Priorities  Eist.  A  Eederal  Eacility 
Agreement  (EE A)  among  the  USEPA,  the  Army,  and  the  Texas  Natural  Resource  Conservation 
Commission  (TNRCC)  became  effective  December  30,  1991. 

Remedial  actions  conducted  at  Site  16  have  included  the  installation  of  a  groundwater  extraction 
system  and  a  multilayer  cover.  The  groundwater  extraction  system  was  installed  in  1996  and 
1 997  as  a  treatability  study.  The  groundwater  extracted  from  eight  wells  is  piped  to  the  Burning 
Ground  3  Groundwater  Treatment  Plant.  The  multilayer  cap  was  installed  at  the  landfill  in  1998, 
completed  as  a  result  of  an  Interim  Remedial  Action  Record  of  Decision  signed  in  1995. 
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5.2  SITE  GEOLOGY  AND  HYDROGEOLOGY 


The  surface  soil  at  Site  16  is  a  very  fine  sandy  loam.  A  silty  clay  loam  is  also  found  in  the 
floodplain  of  Harrison  Bayou  where  flooding  occurs  frequently.  The  subsurface  geology  at  Site 
16  consists  primarily  of  a  thin  veneer  of  Quaternary  alluvium  mantling  Tertiary  age  formations 
of  the  Wilcox  and  Midway  Groups.  Underlying  these  are  Cretaceous  age  formations  of  the 
Navarro  and  Taylor  Groups.  The  Wilcox  Group,  which  constitutes  a  majority  of  the 
unconsolidated  sediments  underlying  Site  16,  consists  of  interbedded  sands,  silts,  and  clays. 
Figure  1  summarizes  the  geology  of  the  site. 

Based  on  nearly  100  borings,  monitoring  wells,  and  geoprobe  points,  the  subsurface 
hydrogeology  at  Site  16  can  generally  be  characterized  as  consisting  of  three  water-bearing 
sandy  zones  that  are  separated  by  semi-confining  clay  layers.  However,  there  is  considerable 
heterogeneity  across  the  site  as  the  sand  layers  vary  in  depth.  The  geologic  logs  from  the  eight 
groundwater  extraction  wells  installed  to  the  northeast  of  the  landfill  illustrate  the  degree  of 
heterogeneity  as  the  wells  have  diverse  yields  with  variable  transmissivity  and  storativity. 

Rising  head  slug  tests  were  conducted  and  water  level  measurements  were  obtained  for  all  Site 
16  monitoring  wells.  The  mean  hydraulic  conductivity  for  each  zone  is  presented  on  Figure  1. 
The  groundwater  velocity  is  estimated  to  vary  from  0.31  ft/year  in  the  deep  zone  to  37  ft/year  in 
the  shallow  and  intermediate  zones. 

5.3  CONTAMINANT  DISTRIBUTION 

Groundwater  in  the  vicinity  of  the  Site  16  landfill  is  impacted  by  perchlorate  and  several 
chlorinated  volatile  organic  compounds  (VOC),  most  notably  TCE,  cis-l,2-Dichloroethene  (cis- 
1,2-DCE)  and  vinyl  chloride  (VC).  Perchlorate  analyses  were  conducted  on  groundwater 
samples  collected  in  May  2000,  September  2000,  and  January  2001.  Data  from  these  sampling 
events  are  summarized  for  the  shallow  aquifer  in  the  study  area  in  the  Einal  Report.  The  aerial 
extent  of  perchlorate  and  chlorinated  solvents  is  similar  in  the  shallow  and  intermediate  aquifers; 
however,  perchlorate  is  not  present  in  the  deeper  water  bearing  zone  beneath  and  downgradient 
of  the  landfill.  Eigure  1  also  illustrates  the  vertical  extent  of  perchlorate  and  VOC  impacts  in  the 
shallow  zone  of  the  groundwater. 

Results  of  additional  groundwater  sampling  conducted  as  part  of  the  demonstration  are  presented 
in  Section  6. 
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Figure  1,  Summary  of  site  geology  and  hydrogeology. 
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6.0  DESIGN 


This  section  describes  the  design  and  the  results  of  the  demonstration  test.  Section  6.1  presents  a 
conceptual  experimental  design;  Section  6.2  describes  the  baseline  characterization  that  was 
conducted;  Section  6.3  describes  the  results  of  a  laboratory  treatability  study;  Section  6.4 
describes  the  design  and  layout  of  the  technology  components  for  the  demonstration;  Section  6.5 
describes  the  field  testing  that  was  conducted;  Section  6.6  describes  the  sampling  methods;  and 
Section  6.7  presents  the  results  of  the  sampling  conducted  to  monitor  the  field  demonstration. 

6.1  CONCEPTUAL  EXPERIMENTAL  DESIGN 

In  concept,  the  semi-passive  biobarrier  approach  involved  the  use  of  alternating  extraction  and 
injection  (recirculation)  wells  installed  across  a  perchlorate  plume.  To  add  and  mix  the  electron 
donor  across  the  plume,  groundwater  was  periodically  extracted,  amended  with  electron  donor, 
and  recharged  to  the  aquifer  to  promote  in  situ  biodegradation  of  perchlorate  and  prevent 
migration  of  perchlorate  beyond  the  biobarrier.  The  distance  between  the  recirculation  wells  was 
35  ft.  The  time  required  to  circulate  the  electron  donor  across  the  plume  with  the  alternating 
extraction  and  injection  wells  was  small  (on  the  order  of  2  to  3  weeks),  whereas  the  time  interval 
between  injections  was  fairly  large  (i.e.,  6  to  8  months).  Once  electron  donor  was  delivered, 
recirculation  was  stopped,  and  the  electron  donor  remained  in  the  groundwater  to  promote 
biodegradation  of  perchlorate. 

6.2  BASELINE  CHARACTERIZATION 

Groundwater  samples  were  collected  and  analyzed  to  determine  baseline  conditions  and  the 
electron  donor  requirements  to  degrade  perchlorate.  One  set  of  baseline  samples  was  collected 
in  June  2003.  A  second  set  of  baseline  samples  was  collected  in  March  2004  with  the 
groundwater  recirculation  system  operating,  but  prior  to  addition  of  electron  donor.  Samples 
were  collected  following  sampling  protocols  established  for  the  site  in  the  Demonstration  Plan. 

6.3  LABORATORY  TREATABILITY  STUDY  RESULTS 

A  laboratory  treatability  study  was  conducted  to  evaluate  the  potential  to  degrade  perchlorate  and 
chlorinated  solvents,  primarily  TCE  and  cis-l,2-DCE,  present  in  the  groundwater.  The  results  of 
the  study  are  presented  in  Appendix  B  of  the  Einal  Report. 

6.4  DESIGN  AND  LAYOUT  OF  TECHNOLOGY  COMPONENTS 

The  semi-passive  electron  donor  system  included  a  series  of  five  recirculation  wells  installed  in  a 
line  perpendicular  to  the  direction  of  groundwater  flow.  The  wells  were  designed  to  be  used  as 
extraction  or  injection  wells,  as  required.  The  target  depth  interval  for  treatment  was  the  Shallow 
Groundwater  Zone,  as  shown  in  Figure  1.  Figure  2  shows  the  location  of  the  recirculation  wells, 
intermediate  injection  wells,  performance  monitoring  wells,  and  soil  borings  in  the  vicinity  of  the 
demonstration  area. 
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Pump  tests  were  eonducted  at  eaeh  of  the  reeirculation  wells  to  determine  the  sustainable 
groundwater  flow  and  to  refine  the  design  of  the  eleetron  donor  delivery  system.  The  results  of 
the  testing  indieated  that  the  sustainable  flow  rates  were  lower  than  antieipated  based  on  historie 
data.  Additional  reeireulation  wells  (16EW12B  and  16EW14B)  with  deeper  and  longer  (15  ft) 
well  sereens  were  installed  in  Deeember  2003  adjaeent  to  wells  16EW12  and  16EW14  to  allow 
for  the  extraetion  of  groundwater  at  higher  flow  rates.  In  addition,  intermediate  injeetions  wells 
(IW-1  through  IW-8)  were  installed,  between  the  reeireulation  wells,  after  groundwater  modeling 
suggested  that  the  period  of  time  required  to  distribute  eleetron  donor  across  the  entire  biobarrier 
would  be  longer  than  originally  anticipated  as  a  result  of  the  lower  maximum  extraction  rates 
that  could  be  obtained  from  the  extraction  wells. 

Eigure  3  presents  geological  cross  sections  for  the  wells  and  borings  along  the  line  of  the 
injection  and  extraction  wells  and  shows  interbedded  layers  of  silty  sand,  sandy  silt,  clayey  silt, 
silty  clay,  and  clay  consistent  with  the  interbedded  sands,  silts,  and  clays.  Additional  cross 
sections,  borehole  logs,  and  well  construction  details  are  presented  in  the  Einal  Report. 

The  groundwater  recirculation  system  included  two  extraction  wells,  flow  meters,  and  piping  to 
split  the  flow  from  the  points  of  extraction  to  three  injection  wells.  The  extraction  wells  were  set 
to  pump  water  at  the  maximum  sustainable  yield  of  about  1  to  2  gallons  per  minute  (gpm). 
These  extraction  rates  were  much  lower  than  initially  contemplated  for  the  demonstration,  based 
on  available  hydraulic  data  for  the  site  that  suggested  that  extraction  rates  several  times  higher 
could  be  obtained. 

6,4.1  Groundwater  Modeling 

Hydraulic  information  from  the  pump  testing  (step-drawdown  and  constant  discharge)  was  used 
to  develop  a  simplified  numerical  groundwater  flow  and  transport  model  (using 
VisualMODEEOW).  The  model  allowed  for  a  variety  of  operating  scenarios  (extraction  flow 
rates  and  configuration  of  recirculation  wells)  to  be  simulated.  Additional  information  on  the 
groundwater  model  used  is  presented  in  the  Einal  Report. 

Eigure  4  shows  the  output  of  the  groundwater  model  with  the  maximum  groundwater  extraction 
flow  rate  for  each  of  the  two  wells  used  initially  for  groundwater  extraction  (16EW14B  and 
16EW12B).  This  pumping  scenario  was  used  during  the  first  and  second  batch  injections  of 
electron  donor  in  April  and  December  2004.  The  model  shows  the  groundwater  flow  lines  from 
injection  to  extraction  wells,  and  the  arrows  indicate  the  distance  traveled  by  groundwater  in  one 
month.  Eigure  5  shows  the  output  from  the  groundwater  model  with  the  groundwater 
recirculation  pattern  used  during  the  third  amendment  cycle  in  November  and  December  2005. 
The  groundwater  recirculation  pattern  was  modified  during  the  third  amendment  cycle  to  provide 
higher  quantities  of  electron  donor  to  Segment  3  of  the  biobarrier  that  appeared  to  have  received 
less  than  the  target  dosage  of  electron  donor  during  the  previous  amendments. 
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Figure  4,  Numerical  model  simulation  (March  2004  conditions). 
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Figure  5,  Numerical  model  simulation  (November  2005  conditions). 
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6.5  FIELD  TESTING 


Table  2  presents  a  summary  of  the  operation  and  monitoring  of  the  demonstration  system  from 
the  initiation  of  the  tracer  test  in  February  2004  to  the  completion  of  monitoring  in  June  2006. 
The  activities  conducted  during  the  tracer  test,  electron  donor  amendment,  and  monitoring 
phases  are  described  in  the  following  subsections. 

6.5.1  Tracer  Testing 

Tracer  testing  was  conducted  in  February  to  April  2004  and  in  November  and  December  2005 
to:  1)  confirm  breakthrough  of  amended  water  from  the  injection  wells  to  the  extraction  wells 
during  the  active  recirculation  phase  to  determine  when  lateral  coverage  was  achieved  across  the 
entire  biobarrier  and  2)  evaluate  flow  patterns  downgradient  of  the  biobarrier.  Details  of  the 
tracer  testing  are  presented  in  the  Final  Report. 

6.5.2  Electron  Donor  Amendment  and  System  Monitoring 

The  initial  dose  of  electron  donor  was  calculated  based  on  the  amount  required  to  reduce 
dissolved  oxygen  (DO),  nitrate,  and  perchlorate  in  the  groundwater,  moving  into  the  biobarrier 
for  a  period  of  8  months.  A  safety  factor  of  28  was  applied  to  the  dosage  calculation  to  account 
for  electron  donor  consumed  by:  1)  demand  of  non-target  compounds,  including  the  very  high 
concentrations  of  sulfate;  2)  demand  of  minerals  present  in  the  native  geological  material;  and  3) 
normal  microbiological  metabolic  processes. 

The  first  and  second  amendment  cycles  were  conducted  March  25  to  April  14,  2004,  and 
December  3  to  December  28,  2004.  During  these  periods,  groundwater  was  extracted  from 
16EW12B  and  16EW14B  at  rates  of  about  0.9  gpm  and  1.7  gpm,  respectively.  A  total  of  273 
gallons  of  a  60%  sodium  lactate  solution  (electron  donor)  was  added  in  the  first  and  443  gallons 
in  the  second  cycle.  The  electron  donor  was  added  to  the  three  injection  wells  (16EW15, 
16EW13,  and  16EW11),  intermediate  injection  wells  (IW-1  through  IW-8),  and  extraction  wells 
(immediately  after  the  extraction  pumps  were  shut  off)  to  provide  complete  coverage  across  the 
biobarrier  in  the  least  amount  of  time. 

The  third  amendment  cycle  was  conducted  between  November  7  and  November  30,  2005. 
During  this  amendment  period,  groundwater  was  extracted  from  16EW14B  at  a  rate  of  1.7  gpm 
and  injected  into  16EW12B.  A  total  of  1105  gallons  of  60%  sodium  lactate  solution  was  added 
to  the  injection  and  intermediate  wells. 

During  the  amendment  cycle,  electron  donor  was  added  in  batches.  At  the  conclusion  of  each 
electron  donor  delivery  cycle,  the  recirculation  system  was  shut  off  and  the  passive  phase  of 
operation  was  initiated. 
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Table  2,  Summary  of  system  operation  and  monitoring, 


Date 

Activity  or  Event 

Groundwater  Recirculation 

Tracer  Test 

Electron  Donor  Addition 

Groundwater  Monitoring 

2/11/04 

Groundwater  recirculation  initiated 

Tracer  addition  initiated 

2/11/04 

Tracer  monitoring  initiated 

2/17/04 

Tracer  addition  ended 

3/23/04 

Groundwater  monitoring 

3/25/04 

Electron  donor  addition  initiated 

4/6/04 

Groundwater  monitoring 

4/7/04 

Tracer  monitoring  ended 

4/14/04 

Groundwater  recirculation  ended 

Electron  donor  addition  ended 

4/20/04 

Groundwater  monitoring 

5/4/04 

Groundwater  monitoring 

5/18/04 

Groundwater  monitoring 

6/2/04 

Groundwater  monitoring 

6/16/04 

Groundwater  monitoring 

7/7/04 

Groundwater  monitoring 

8/4/04 

Groundwater  monitoring 

9/28/04 

Groundwater  monitoring 

12/1/04 

Groundwater  monitoring 

12/3/04 

Groundwater  recirculation  initiated 

Electron  donor  addition  initiated 

12/28/04 

Groundwater  recirculation  ended 

Electron  donor  addition  ended 

1/26/05 

Groundwater  monitoring 

3/9/05 

Groundwater  monitoring 

5/23/05 

Groundwater  monitoring 

10/18/05 

Groundwater  monitoring 

10/21/05 

Groundwater  recirculation  initiated 

11/2/05 

Groundwater  monitoring 

11/7/05 

Tracer  addition  initiated 

Electron  donor  addition  initiated 

11/7/05 

Tracer  monitoring  initiated 

11/10/05 

Tracer  addition  ended 

11/30/05 

Electron  donor  addition  ended 

12/19/05 

Tracer  monitoring  ended 

Groundwater  monitoring 

12/20/05 

Groundwater  recirculation  ended 

1/30/06 

Groundwater  monitoring 

3/16/06 

Groundwater  monitoring 

5/8/06 

Groundwater  monitoring  (ORP  Only) 

6/20/06 

Groundwater  monitoring  (ORP  Only) 

Notes:  Date  listed  for  groundwater  monitoring  is  the  date  the  event  was  started.  Monitoring  was  typically  done  over  2-3  days. 


ORP  -  oxidation  reduction  potential 
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6.6  SAMPLING  METHODS 


Samples  were  collected  by  Complete  Environmental  Service  (CES),  the  local  on-site 
environmental  contractor  (under  subcontract  to  Geosyntec),  following  protocols  established  in 
the  Demonstration  Plan  (Geosyntec,  2003).  Analyses  were  conducted  by  Biolnsite,  EEC 
(Biolnsite)  or  by  Severn  Trent  Eaboratories  (STL)  located  in  Houston,  Texas.  Details  of 
analytical  methods,  container  size  and  type,  preservation  method,  and  sample  holding  times  are 
presented  in  the  Demonstration  Plan. 

6.7  SAMPLING  RESULTS 

This  section  presents  the  results  obtained  during  the  demonstration.  Section  6.7.1  presents  data 
collected  during  baseline  monitoring;  Section  6.7.2  presents  the  results  of  the  tracer  testing; 
Section  6.7.3  presents  the  results  of  perchlorate  analysis;  Sections  6.7.4,  6.7.5,  6.7.6  and  6.7.7 
presents  the  results  of  analysis  of  other  groundwater  parameters;  and  Section  6.7.8  presents  the 
results  of  groundwater  level  monitoring. 

6.7.1  Baseline  Conditions 

This  section  presents  the  results  of  baseline  monitoring  conducted  prior  to  the  injection  of 
electron  donor  at  the  site. 

6.7. 1.1  Groundwater  Elevation  Monitoring 

Historic  groundwater  data  obtained  from  LHAAP  was  reviewed  to  evaluate  groundwater  flow 
directions  over  time  in  the  vicinity  of  the  demonstration  area.  Appendix  E  of  the  Einal  Report 
contains  an  assessment  of  this  data  and  measurements  collected  during  the  demonstration. 
Groundwater  elevation  measurements  from  the  baseline  sampling  event  in  December  2003  are 
consistent  with  an  eastward  groundwater  flow  direction  and  a  gradient  with  a  magnitude  in  the 
range  of  0.006  and  0.007  feet  per  feet  (ft/ft). 

6.7. 1.2  Groundwater  Chemistry 

Table  3  includes  baseline  chemistry  data  collected  after  groundwater  recirculation  was  initiated 
but  before  the  addition  of  electron  donor.  A  complete  set  of  baseline  groundwater  chemistry  data 
is  presented  in  Appendix  E  of  the  Einal  Report  along  with  other  chemistry  data  collected  during 
the  demonstration.  Eigure  6a  shows  perchlorate  concentrations  in  samples  collected  from  wells 
in  March  2004  prior  to  initiation  of  electron  donor  addition. 

Baseline  perchlorate  concentrations  in  groundwater  samples  collected  in  March  2004  ranged 
from  nondetect  up  to  1700  pg/L  in  the  upgradient  monitoring  well  16PM03.  The  ORP  values 
were  generally  high  (greater  than  positive  150  millivolts  [mV]). 
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Table  3,  Summary  of  groundwater  monitoring  results, 


Well  ID 

Date 

Dissolved 

Oxygen 

(mg/L) 

Oxidation 

Rednction 

Potential 

(mV) 

pH 

(std.  nnits) 

Perchlorate 

(Pg/L) 

Snlfate 

(mg/L) 

Acetate 

(pmol/L 

Iron 

(mg/L) 

Manganese 

(mg/L) 

Arsenic 

(mg/L) 

16EW09 

3/24/04 

1.43 

108 

5.9 

749 

4790 

13 

23 

9.4 

— 

16EW09 

5/20/04 

0.63 

68 

5.9 

373 

3320 

22 

5 

6.8 

— 

16EW09 

12/2/04 

0.82 

137 

6.0 

66 

— 

— 

— 

— 

0.0100  u 

16EW09 

3/9/05 

— 

104 

6.2 

128 

— 

— 

— 

— 

— 

16EW09 

3/14/06 

— 

— 

— 

4.00U 

— 

— 

— 

— 

— 

16EW10 

3/23/04 

1.42 

— 

6.1 

111 

2190 

Ill 

18 

3.1 

— 

16EW10 

5/20/04 

0.56 

44 

6.1 

187 

1700 

75 

5.9 

2.1 

— 

16EW10 

12/2/04 

0.44 

62 

6.1 

31 

— 

— 

— 

— 

0.0100  u 

16EW10 

3/9/05 

— 

61 

7.1 

55 

— 

— 

— 

— 

— 

16EW10 

3/14/06 

— 

— 

— 

4.00U 

— 

— 

— 

— 

— 

16EW12B 

3/24/04 

1.68 

223 

6.4 

1040 

2730 

12.5  U 

0.400  U 

1.3 

— 

16EW12B 

5/20/04 

0.15 

-32 

6.2 

63 

1360 

1,890 

6.0 

0.98 

— 

16EW12B 

12/2/04 

0.98 

12 

6.5 

18 

- 

- 

- 

- 

0.0100  u 

16EW12B 

3/9/05 

— 

-199 

6.9 

22 

— 

— 

— 

— 

— 

16EW12B 

3/14/06 

— 

— 

— 

4.00U 

— 

— 

— 

— 

— 

16EW14B 

3/24/04 

1.8 

206 

6.2 

1000 

3800 

12.5  U 

0.73 

6.1 

— 

16EW14B 

5/20/04 

<0.0 

-99 

6.2 

142 

1680 

12,100 

62 

5.4 

— 

16EW14B 

12/2/04 

1.88 

35 

6.1 

38 

— 

— 

— 

— 

0.0100  u 

16EW14B 

3/9/05 

— 

-178 

7.0 

4.00U 

— 

— 

— 

— 

— 

16PM01 

3/23/04 

0.62 

8 

6.1 

4.00U 

206 

12.5  U 

16 

1.4 

— 

16PM01 

5/18/04 

1.32 

21 

6.3 

5 

190 

12.5  U 

10 

1.4 

— 

16PM01 

12/1/04 

3.28 

59 

6.2 

4.00U 

— 

— 

— 

— 

0.0100  u 

16PM01 

3/10/05 

— 

11 

6.2 

4.00U 

— 

— 

— 

— 

— 

16PM01 

3/14/06 

— 

— 

— 

4.00U 

— 

— 

— 

— 

— 

16PM02 

3/23/04 

2.78 

84 

5.6 

4.00U 

316 

12.5  U 

4.5 

1.6 

— 

16PM02 

5/18/04 

0.67 

147 

5.6 

9 

260 

12.5  U 

8.4 

1.8 

— 

16PM02 

12/1/04 

3.06 

170 

5.5 

11 

— 

— 

— 

— 

0.0100  u 

16PM02 

3/10/05 

— 

121 

5.6 

153 

— 

— 

— 

— 

— 

16PM02 

3/14/06 

- 

- 

- 

19.0 

- 

- 

- 

- 

- 
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Table  3,  Summary  of  groundwater  monitoring  results  (continued), 


Well  ID 

Date 

Dissolved 

Oxygen 

(mg/L) 

Oxidation 

Rednction 

Potential 

(mV) 

pH 

(std.  nnits) 

Perchlorate 

(Pg/L) 

Snlfate 

(mg/L) 

Acetate 

(pmol/L 

Iron 

(mg/L) 

Manganese 

(mg/L) 

Arsenic 

(mg/L) 

16PM03 

3/23/04 

1.86 

643 

6.3 

1690 

470 

12.5  U 

4.7 

0.27 

— 

16PM03 

5/18/04 

0.63 

127 

6.3 

1600 

414 

12.5  U 

0.89 

0.19 

— 

16PM03 

12/1/04 

2.91 

117 

6.3 

1620 

— 

— 

— 

— 

0.0100  u 

16PM03 

3/10/05 

— 

66 

6.4 

1180 

— 

— 

— 

— 

— 

16PM03 

3/14/06 

— 

— 

— 

4551 

— 

— 

— 

— 

— 

16PM04 

3/23/04 

1.54 

417 

6.1 

286 

1430 

13.1 

1.1 

1.4 

— 

16PM04 

5/18/04 

0.28 

73 

6.2 

190 

975 

76 

4.2 

1.1 

— 

16PM04 

12/1/04 

3.15 

70 

6.2 

29.9 

— 

— 

— 

— 

0.0100  u 

16PM04 

3/10/05 

— 

31 

6.2 

14 

— 

— 

— 

— 

— 

16PM04 

3/14/06 

— 

— 

— 

4.00U 

— 

— 

— 

— 

— 

16PM05 

3/24/04 

2.56 

216 

6.0 

883 

3540 

12.5  U 

5.3 

2.2 

— 

16PM05 

5/18/04 

1.04 

33 

5.9 

134 

3010 

36 

19 

5.4 

— 

16PM05 

12/1/04 

3.55 

122 

5.9 

12 

- 

- 

- 

- 

0.0100  u 

16PM05 

3/9/05 

— 

-22 

6.9 

14 

— 

— 

— 

— 

— 

16PM05 

3/14/06 

— 

— 

— 

4.00  U 

— 

— 

— 

— 

— 

16PM06 

3/23/04 

2.15 

— 

6.2 

968 

3730 

12.5  U 

30 

8.3 

— 

16PM06 

5/19/04 

3.25 

-62 

6.5 

374 

3250 

643 

126 

7.7 

— 

16PM06 

12/1/04 

5 

55 

6.1 

6.8 

— 

— 

— 

— 

0.0100  u 

16PM06 

3/9/05 

— 

-6 

6.9 

4.00  U 

— 

— 

— 

— 

— 

16PM06 

3/14/06 

— 

— 

— 

7.0 

— 

— 

— 

— 

— 

16PM07-D 

3/23/04 

1.26 

— 

6.1 

4.00  U 

837 

62.3 

1.9 

1.3 

— 

16PM07-D 

5/19/04 

0.74 

70 

6.2 

63 

693 

43 

3.4 

1.1 

— 

16PM07-D 

12/1/04 

1.86 

71 

6.0 

8.2 

— 

— 

— 

— 

0.0100  u 

16PM07-D 

3/9/05 

— 

65 

6.9 

4.00  U 

— 

— 

— 

— 

— 

16PM07-D 

3/14/06 

26.5 

16PM07-S 

3/23/04 

1.5 

— 

6.1 

39 

810 

45.9 

3.7 

0.83 

— 

16PM07-S 

5/19/04 

0.96 

121 

6.1 

177 

975 

40 

2.1 

0.84 

— 

16PM07-S 

12/1/04 

3.33 

249 

6.1 

5.5 

— 

— 

— 

— 

0.0100  u 

16PM07-S 

3/9/05 

— 

96 

6.8 

4.00  U 

— 

— 

— 

— 

— 

16PM07-S 

3/14/06 

- 

- 

- 

10.0 

- 

- 

- 

- 

- 
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Table  3,  Summary  of  groundwater  monitoring  results  (continued), 


Well  ID 

Date 

Dissolved 

Oxygen 

(mg/L) 

Oxidation 

Rednction 

Potential 

(mV) 

pH 

(std.  nnits) 

Perchlorate 

(Pg/L) 

Snlfate 

(mg/L) 

Acetate 

(pmol/L 

Iron 

(mg/L) 

Manganese 

(mg/L) 

Arsenic 

(mg/L) 

16PM08 

3/23/04 

1.25 

132 

6.3 

129 

1040 

13.1 

0.44 

0.98 

— 

16PM08 

5/19/04 

1.08 

181 

6.3 

126 

975 

33 

0.48 

0.85 

— 

16PM08 

12/1/04 

3.06 

96 

6.3 

30 

— 

— 

— 

— 

0.0100  u 

16PM08 

3/10/05 

— 

136 

6.3 

34 

— 

— 

— 

— 

— 

16PM08 

3/14/06 

— 

— 

— 

4.00  U 

— 

— 

— 

— 

— 

16PM09 

3/24/04 

1.16 

206 

5.8 

918 

2070 

144 

1.2 

4.4 

— 

16PM09 

5/18/04 

1.14 

63 

6.1 

146 

1590 

12.5  U 

3.3 

11 

— 

16PM09 

12/1/04 

2.52 

137 

5.9 

22 

— 

— 

— 

— 

0.0100  u 

16PM09 

3/9/05 

— 

20 

6.8 

6 

— 

— 

— 

— 

— 

16PM09 

3/14/06 

— 

— 

— 

4.00  U 

— 

— 

— 

— 

— 

16PM10-D 

3/24/04 

0.71 

212 

5.0 

69 

965 

45.9 

7.4 

3.7 

— 

16PM10-D 

5/19/04 

1.15 

164 

5.2 

156 

885 

25 

6.8 

3.8 

— 

16PM10-D 

12/1/04 

2.17 

108 

5.4 

37 

- 

- 

- 

- 

0.0100  u 

16PM10-D 

3/9/05 

— 

113 

6.9 

4.00  U 

— 

— 

— 

— 

— 

16PM10-D 

3/14/06 

— 

— 

— 

4.00  U 

— 

— 

— 

— 

— 

16PM10-S 

3/24/04 

1.02 

227 

5.8 

669 

3410 

12.5  U 

4.0 

9.0 

— 

16PM10-S 

5/19/04 

0.96 

-54 

6.4 

340 

2600 

67 

59 

38 

— 

16PM10-S 

12/1/04 

2.69 

40 

6.2 

8.7 

— 

— 

— 

— 

0.036 

16PM10-S 

3/9/05 

— 

-55 

6.9 

4.00  U 

— 

— 

— 

— 

— 

16PM10-S 

3/14/06 

— 

— 

— 

7.5 

— 

— 

— 

— 

— 

16PM11 

3/23/04 

1.49 

216 

6.2 

161 

1100 

12.5  U 

1.1 

1.6 

— 

16PM11 

5/20/04 

2.19 

221 

6.3 

258 

1460 

33 

0.57 

1.2 

— 

16PM11 

12/1/04 

3.85 

112 

6.2 

41 

— 

— 

— 

— 

0.0100  u 

16PM11 

3/10/05 

— 

62 

6.2 

22 

— 

— 

— 

— 

— 

16PM11 

3/14/06 

— 

— 

— 

4.00  U 

— 

— 

— 

— 

— 

16PM12 

3/24/04 

1.51 

208 

5.7 

132 

4090 

12.5  U 

1.5 

3.5 

— 

16PM12 

5/18/04 

— 

— 

— 

— 

— 

— 

2.5 

3.3 

— 

16PM12 

5/19/04 

0.78 

107 

5.8 

72 

3200 

19 

— 

— 

— 

16PM12 

12/1/04 

2.57 

141 

5.8 

96 

— 

— 

— 

— 

0.0100  u 

16PM12 

3/9/05 

— 

31 

6.8 

373 

— 

— 

— 

— 

— 

16PM12 

3/14/06 

- 

- 

- 

7684 

- 

- 

- 

- 

- 
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Table  3,  Summary  of  groundwater  monitoring  results  (continued), 


Well  ID 

Date 

Dissolved 

Oxygen 

(mg/L) 

Oxidation 

Rednction 

Potential 

(mV) 

pH 

(std.  nnits) 

Perchlorate 

(Pg/L) 

Snlfate 

(mg/L) 

Acetate 

(pmol/L 

Iron 

(mg/L) 

Manganese 

(mg/L) 

Arsenic 

(mg/L) 

16PM13-D 

3/23/04 

1.27 

— 

5.6 

220 

2460 

95.1 

2.5 

4.0 

— 

16PM13-D 

5/19/04 

0.77 

180 

5.8 

279 

1910 

89 

1.2 

3.5 

— 

16PM13-D 

12/1/04 

2.2 

206 

5.7 

395 

— 

— 

— 

— 

0.0100  u 

16PM13-D 

3/9/05 

— 

167 

6.9 

71 

— 

— 

— 

— 

— 

16PM13-D 

3/14/06 

— 

— 

— 

4.00  U 

— 

— 

— 

— 

— 

16PM13-S 

3/23/04 

1.19 

— 

6.1 

4.00  U 

610 

21.3 

2.7 

0.95 

— 

16PM13-S 

5/19/04 

0.99 

177 

6.0 

165 

1200 

25 

1.3 

2.1 

— 

16PM13-S 

12/1/04 

2.31 

239 

6.0 

18 

— 

— 

— 

— 

0.0100  u 

16PM13-S 

3/9/05 

— 

130 

6.9 

5.6 

— 

— 

— 

— 

— 

16PM13-S 

3/14/06 

— 

— 

— 

4.00  U 

— 

— 

— 

— 

— 

16PM14 

3/23/04 

1.6 

250 

6.2 

428 

3000 

21.3 

1.3 

2.9 

— 

16PM14 

5/19/04 

— 

— 

— 

488 

2620 

31 

— 

— 

— 

16PM14 

5/20/04 

1.71 

176 

6.3 

- 

- 

- 

2.1 

3.2 

- 

16PM14 

12/1/04 

2.79 

149 

6.3 

389 

— 

— 

— 

— 

0.0100  u 

16PM14 

3/10/05 

— 

129 

6.3 

179 

— 

— 

— 

— 

16PM14 

3/14/06 

- 

- 

- 

4.0 

- 

- 

- 

- 

- 

Notes: 


Data  listed  for  3/9/05  includes 
mg/L  =  milligrams  per  liter 
mV  =  millivolt 


collected  on  3/9/05  and  3/10/05. 
|xg/L  =  micrograms  per  liter 
pmol/L  =  micromoles  per  liter 


samples 


=  baseline  sample  prior  to  electron  donor  addition 
—  =  not  analyzed 
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Figure  6,  Comparison  of  perchlorate  concentrations  in  groundwater. 
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Figure  6,  Comparison  of  perchlorate  concentrations  in  groundwater  (continued). 
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6,7,2  Results  of  Tracer  Testing 


Tracer  testing  was  conducted  February  to  April  2004  and  again  in  November  and  December 
2005.  The  results  of  the  two  tracer  tests  are  discussed  in  the  Final  Report  and  summarized 
below. 

6,7,2, 1  Results  of  First  Tracer  Testing 

Table  4  presents  a  summary  of  the  tracer  reeoveries,  travel  times,  and  results  of  the  mass  balanee 
for  eaeh  segment  for  the  tracer  tests.  Mass  balanee  calculations  were  performed  to  evaluate  the 
transport  of  tracer  between  the  recirculation  wells  for  eaeh  of  the  four  segments  in  the  biobarrier. 
Additional  data  from  the  tracer  testing  is  presented  in  the  Final  Report. 

Table  4,  Summary  of  tracer  test  results. 


Well  ID 

Mass  Balance  Data 

Peak  Concentrations 

Mass 

Injected 

(kg) 

Mass 

Observed 

(kg) 

Percent 

Observed/ 

Recovered 

Observation 

Period 

(days) 

c/c„ 

Time 

(days) 

Segment  1:  EW15  to  EW14B  -  Bromide 

EW15 

15.4 

IW8 

14.7 

95.5 

26 

0.40 

8 

IW7 

10.5 

68.3 

42 

0.14 

22 

EW14B 

1.7 

II. I 

39 

O.II 

50 

Segment  2:  EW13  to  EW14B  -  Iodide 

EW13 

15.9 

IW5 

16.2 

I0I.4 

42 

0.32 

12 

IW6 

3.3 

20.9 

42 

0.09 

37 

EW14B 

0.3 

2.2 

55 

- 

- 

Segment  3:  EW13  to  EW12B  -  Iodide 

EWI3 

15.9 

IW4 

6.0 

37.4 

42 

0.09 

- 

PM4 

9.3 

58.3 

55 

- 

- 

IW3 

5.1 

32.3 

36 

0.14 

- 

EWI2B 

0 

0 

42 

- 

- 

Segment  4:  EWll  to  EW12B  -  Bromide 

EWII 

16.2 

IWI 

9.2 

56.7 

26 

0.34 

12 

IW2 

2.5 

15.2 

42 

0.08 

25 

EWI2B 

0.4 

2.5 

42 

- 

- 

Transect  1:  16PM05  -  16PM09  -  Bromide 

PM05 

0.47 

15 

PM09 

O.IO 

29 

Transect  2:  I6PM06  -  I6PMI0-S  -  I6PMI0-D  -  Iodide 

PM06 

0.51 

3.5 

PMIO-S 

0.21 

10 

Notes:  Hyphen  means  data  insufficient  to  estimate  values 


kg  -  kilogram 
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The  tracer  concentrations  and  mass  balance  for  intermediate  wells  in  Segments  1,  2,  and  4  show 
consistent  movement  of  the  tracer  within  each  segment.  The  travel  time  between  the  injection 
wells  and  first  intermediate  injection  well  (located  15  ft  from  the  injection  well)  was  typically 
one  to  two  weeks.  The  mass  balance  estimates  between  the  injection  wells  and  the  first 
intermediate  wells  in  Segments  1,  2,  and  4  ranged  between  57%  and  100%.  The  tracer 
concentrations  and  mass  balance  in  intermediate  wells  in  Segment  3  indicate  significantly  slower 
movement  of  the  tracer.  The  slower  movement  of  tracer  is  consistent  with  the  groundwater  flow 
model  that  showed  some  of  the  water  injected  into  EW-13  being  pulled  back  towards  the  south 
into  the  higher  pumping  16EW14B  because  16EW12B  could  not  sustain  as  high  a  yield. 

6.7.2.2  Results  of  Second  Tracer  Test 

The  results  of  the  tracer  test  conducted  between  well  16EW12B  (injection  point)  and  well 
16EW12B  (extraction  point)  during  the  third  cycle  of  electron  donor  amendment  indicate  travel 
times  consistent  with  the  results  of  the  groundwater  modeling  of  this  recirculation  scenario 
suggesting  a  travel  time  between  recirculation  wells  (a  distance  of  35  ft)  to  be  approximately  1  to 
2  months.  The  travel  time  for  the  peak  concentration  (10%  to  20%  of  the  injected  concentration) 
of  tracer  to  wells  IW-2  and  IW-3,  located  14  ft  to  the  north  and  14  ft  to  the  south  of  16EW12B, 
was  about  9  to  10  days.  The  travel  time  for  the  peak  concentration  of  tracer  to  well  16PM04 
located  17.5  ft  to  the  south  of  16EW12B  was  approximately  15  days.  The  travel  time  for  the 
peak  concentration  of  tracer  to  well  IW-4,  located  21  feet  to  the  south  of  16EW12B,  was 
approximately  28  days.  The  results  of  the  second  tracer  test  confirm  the  results  of  the 
groundwater  modeling  and  suggest  that  electron  donor  can  be  distributed  across  the  biobarrier 
using  the  recirculation  wells  and  intermediate  injection  points. 

6,7.3  Results  of  Perchlorate  Analysis 

Eigure  6  shows  the  perchlorate  concentrations  in  groundwater  samples  collected  during  the 
baseline  monitoring  (Eigure  6a),  mid-demonstration  monitoring  (Eigure  6b)  and  post¬ 
demonstration  monitoring  (Eigure  6c).  Eigure  7  shows  the  relative  concentration  of  perchlorate 
in  monitoring  wells  downgradient  of  the  biobarrier  before  addition  of  electron  donor  (March 
2004)  and  post-demonstration  (March  2006).  Eigure  8  shows  the  perchlorate  concentrations  over 
time  in  Transect  1.  Table  3  presents  a  summary  of  perchlorate  and  other  key  groundwater 
parameters  collected  during  the  main  groundwater  sampling  events.  The  results  of  all 
perchlorate  analyses  conducted  during  the  demonstration  and  the  results  of  a  statistical  analysis 
of  the  perchlorate  data  are  presented  in  the  Einal  Report. 

The  groundwater  monitoring  data  demonstrate  that  significant  reductions  in  perchlorate 
concentrations  were  achieved  across  the  line  of  recirculation  wells  in  the  semi-passive  biobarrier 
(Eigure  7).  Eollowing  the  third  and  final  injection  of  electron  donor,  perchlorate  concentrations 
were  reduced  to  less  than  4  pg/E  in  10  of  13  shallow  wells  within  and  downgradient  of  the 
biobarrier,  and  the  concentrations  in  the  other  three  wells  ranged  from  7  to  10  pg/E.  Elsing  half 
of  the  laboratory  detection  limit  for  groundwater  samples  where  perchlorate  was  not  detected,  the 
average  concentration  of  perchlorate  in  shallow  wells  within  and  downgradient  of  the  biobarrier 
following  the  third  addition  of  electron  donor  was  3.4  pg/E. 
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Figure  7,  Pre-  and  post-treatment  perchlorate  concentrations. 
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Figure  8,  Perchlorate  concentrations  with  time  in  Transect  1, 
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The  concentrations  of  perchlorate  were  reduced  substantially  following  the  first  and  second 
injection  of  electron  donor  (Figure  6b)  in  Transects  1,  2  and  3.  The  concentrations  of  perchlorate 
in  Transect  4  were  reduced  from  baseline  concentrations,  but  less  than  optimal  distribution  of 
electron  donor  in  this  transect  during  the  first  and  second  addition  of  electron  donor  resulted  in  a 
lower  reduction  in  perchlorate  than  was  observed  in  the  other  transects. 

As  discussed  above,  following  the  third  electron  donor  delivery  cycle,  the  concentrations  of 
perchlorate  were  further  reduced  in  all  monitoring  well  transects,  including  Transect  4.  The 
improved  level  of  treatment  of  perchlorate  is  likely  due  to  a  combination  of  factors,  including  1) 
the  improved  distribution  of  electron  donor  provided  by  the  recirculation  pattern  used;  2)  the 
residual  beneficial  impacts  of  the  first  and  second  electron  donor  delivery  cycles,  including 
reducing  minerals  in  the  geological  media  and  growing  biomass,  which  can  act  as  a  long-term 
residual  source  of  electron  donor;  and  3)  the  larger  quantity  of  electron  donor  used  during  the 
third  amendment  cycle. 

Concentrations  of  perchlorate  in  Transect  1  monitoring  wells  16PM05  and  16PM09  (Figure  8) 
were  in  the  range  of  900  pg/L  to  1100  pg/L  before  the  first  electron  donor  delivery  cycle. 
Following  the  third  amendment,  the  elevated  concentrations  of  perchlorate  were  reduced  and  the 
concentrations  in  the  16PM05  and  16PM09  were  less  than  4  pg/L  during  the  final  three 
monitoring  events. 

Concentrations  of  perchlorate  in  Transect  2  monitoring  wells  16PM06  and  16PM10-S  were  in 
the  range  of  700  pg/L  to  900  pg/L  before  the  first  electron  donor  delivery  cycle.  The 
concentration  of  perchlorate  in  wells  in  this  transect  increased  during  recirculation  of 
groundwater  during  the  third  amendment  cycle  and  then  decreased  to  less  that  4  pg/L  for  two  of 
the  three  final  monitoring  events. 

Concentrations  of  perchlorate  in  Transect  3  monitoring  wells  16PM04,  16PM07-S,  16PM07-D, 
16EW10,  16PM13-S,  and  16PM13-D  were  in  the  range  of  100  pg/L  to  600  pg/L  during  the  first 
electron  donor  delivery  cycle.  The  concentration  of  perchlorate  in  wells  in  this  transect 
increased  during  recirculation  of  groundwater  for  the  third  addition  of  electron  donor,  then 
decreased  significantly  for  two  of  the  three  final  monitoring  events. 

Transect  4  monitoring  wells  included  16EW12B,  16PM08,  and  16PM1L  The  perchlorate 
concentration  in  the  extraction  well  (16EW12B)  was  in  the  range  of  1000  pg/E  to  1100  pg/E 
before  and  during  the  initial  electron  donor  delivery  cycle.  The  concentrations  in  monitoring 
wells  16PM08  and  16PM 11  were  in  the  range  of  100  pg/E  to  200  pg/E  before  and  during  the 
initial  amendment,  hollowing  the  initial  amendment,  the  concentration  in  16EW12B  decreased 
to  less  than  100  pg/E  within  a  month.  During  the  third  amendment  cycle,  the  recirculation 
pattern  was  modified  to  provide  additional  electron  donor  to  this  transect.  The  concentration  of 
perchlorate  in  this  transect  increased  during  recirculation  of  groundwater  during  the  third 
amendment;  then  the  concentrations  of  perchlorate  in  16EW12B,  16PM08,  and  16PM11  all 
dropped  significantly  following  the  third  amendment  cycle.  The  concentrations  of  perchlorate  in 
all  the  monitoring  wells  in  this  transect  were  below  4  pg/E  during  the  post-demonstration 
monitoring  event  (March  2006). 
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Concentrations  of  perchlorate  over  time  in  monitoring  well  16EW09,  located  approximately  60  ft 
downgradient  of  the  centerline  of  the  reeireulation  wells,  are  shown  in  Figure  9.  This  well  is 
loeated  signifieantly  downgradient  of  the  biobarrier  and  monitors  the  downgradient  impaet  of  the 
biobarrier  on  groundwater.  The  baseline  perehlorate  concentration  in  this  monitoring  well  was 
over  600  pg/L  but  declined  signifieantly  over  the  6  months  following  the  first  electron  donor 
delivery  cyele.  There  was  some  inerease  in  coneentration  of  perehlorate  during  the  first  half  of 
2005  but  deelined  at  the  end  of  2005  and  early  2006,  such  that  four  of  the  last  five  samples 
colleeted  from  this  well  were  not  detected. 

6.7.4  Results  of  Oxidation  Reduction  Potential  (ORP)  Monitoring 

Table  3  shows  the  ORP  and  concentrations  of  key  groundwater  parameters  eolleeted  during  the 
main  groundwater  sampling  events.  The  results  of  all  laboratory  and  field  measurements 
conducted  during  the  demonstration  test  are  presented  in  the  Final  Report. 

6.7.5  Results  of  Volatile  Fatty  Acids  (VFA)  Analysis 

The  coneentrations  of  aeetate  in  groundwater  samples  eolleeted  during  the  main  groundwater 
sampling  events  are  shown  in  Table  3.  The  results  of  all  VFA  (aeetate,  formic  acid,  lactic  acid, 
and  propionate)  analysis  are  presented  in  the  Final  Report.  During  the  baseline  sampling  event, 
the  concentrations  of  acetate  in  all  wells  were  generally  below  the  laboratory  detection  limit.  As 
expected,  following  eaeh  amendment  cyele,  acetate  concentrations  increased  and  correlated  with 
a  reduction  in  ORP  and  perchlorate  concentrations.  Elevated  concentrations  of  acetate  (greater 
than  200  pmoFF)  were  also  observed  in  monitoring  wells  closest  to  the  biobarrier  that  included 
16PM04,  16PM05,  and  16PM10-S.  As  expected,  lower  concentrations  of  acetate  were  measured 
in  samples  further  downgradient  of  the  biobarrier. 

6.7.6  Results  of  Sulfate  Analysis 

The  results  of  sulfate  analysis  indicated  little  change  in  concentrations  at  most  monitoring  wells 
(with  the  exception  of  16EW12B,  16EW14B,  and  16PM06)  following  the  first  and  second 
electron  donor  delivery  cyeles,  suggesting  that  the  semi-passive  approach  may  be  able  to  avoid 
signifieant  undesirable  groundwater  impacts. 

6.7.7  Results  of  Iron,  Manganese,  and  Arsenic  Analysis 

Figure  10  shows  the  iron  concentrations  in  monitoring  wells  along  each  transect,  relative  to  the 
biobarrier.  The  approximate  extent  of  the  biobarrier  is  shown  extending  10  ft  upgradient  and  20 
ft  downgradient  of  the  centerline  of  the  recirculation  wells.  Transeets  2  and  4  have  monitoring 
wells  that  are  30  ft  and  20  ft,  respectively,  upgradient  of  the  biobarrier  (16PM01  and  16PM03), 
and  the  concentrations  of  iron  in  these  wells  remained  low  during  the  demonstration,  whieh 
indicates  they  were  outside  the  influence  of  the  biobarrier. 
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Figure  9,  Perchlorate  concentrations  with  time  in  16EW09, 
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Figure  10,  Post  treatment  iron  concentrations  in  groundwater. 
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As  shown  in  Figure  10,  the  eoneentrations  of  iron  inereased  within  the  biobarrier  relative  to  the 
upgradient  well,  but  deelined  signifieantly  downgradient  of  the  biobarrier  (i.e.,  10  ft 
downgradient  of  biobarrier).  Similar  results  were  observed  for  manganese,  whieh  inereased  in 
eoneentrations  within  the  biobarrier  relative  to  upgradient  eoneentrations  and  deelined  in 
concentrations  downgradient  of  Transects  1  and  4.  The  concentration  of  manganese  in 
groundwater  from  the  well  10  ft  downgradient  of  the  biobarrier  in  Transect  3,  however,  remained 
elevated.  Arsenic  concentrations  also  increased  within  the  biobarrier,  but  as  with  the  iron,  the 
concentrations  declined  significantly  10  ft  downgradient  of  the  biobarrier. 

6,7,8  Groundwater  Elevations 

Post-demonstration  groundwater  elevations  show  some  regional  change  (i.e.,  lower  overall  levels 
in  June  2006  relative  to  December  2003)  but  no  significant  change  in  elevation  in  wells  in  the 
vicinity  of  the  biobarrier  relative  to  one  another  that  would  indicate  a  significant  impact  on  the 
hydraulics  at  the  site  resulting  from  the  addition  of  electron  donor. 
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7.0  PERFORMANCE  ASSESSMENT 


The  performance  objectives  and  results  for  this  Demonstration  are  shown  in  Table  5  and  are 
discussed  below. 


Table  5,  Performance  objectives  and  results. 


Performance 

Objective 

Data  Requirement 

Success  Criteria 

Results 

Qualitative  Performance  Objectives 

1)  Ease  of 
installation  of 
electron  donor 
delivery 
components 

Experience  of 
demonstration  operators, 
actual  availability,  and 
costs  of  installed 
equipment 

Electron  donor  delivery 
system  can  be  readily 
installed  by  standard 
industry  procedures/ 
conbactors. 

Objective  achieved — experience  with 
system  installation  demonsbates  that 
electron  donor  delivery  system  can  be 
readily  installed  by  standard  industry 
procedures/conbactors. 

2)  Ease  of  electron 
donor  delivery 
events 

Experience  of 
demonstration  operators 
and  cost  of  events 

Electron  donor  delivery 
events  can  be  conducted 
with  minimal  training  and 
effort. 

Objective  achieved — experience  of 
operators  demonstrates  that  electron 
donor  delivery  events  can  be 
conducted  with  minimal  baining  and 
effort. 

3)  Enhancement 
of  microbiological 
activity 

Groundwater  and  soil 
analyses  for 
geochemical  and 
microbial 
characterization 

Electron  donor  addition 
enhances  microbiological 
activity  in  the  beatment 
zone. 

Objective  achieved — groundwater 
monitoring  data  demonstrates  that 
electron  donor  addition  enhances 
microbiological  activity  in  the 
treatment  zone. 

4)  Ease  of 
performance 
monitoring  and 
validation 

Quality  of  data  and 
ability  to  interpret  and 
quantify  biodegradation 
with  confidence 

Performance  monitoring 
network  allows 
sbaightforward  data 
collection,  interpretation 
and  validation. 

Objective  achieved — quality  of  data 
and  ability  to  interpret  and  quantify 
biodegradation  with  confidence 
demonsbates  that  performance 
monitoring  network  allows 
sbaightforward  data  collection, 
interpretation  and  validation. 

Quantitative  Performance  Objectives 

5)  Reduction  in 

perchlorate 

concentration 

Groundwater  sampling 
of  performance 
monitoring  wells 

Perchlorate  concenbations 
reduced  to  practical 
quantitation  limit  of  0.004 
mg/L. 

Objective  achieved — groundwater 
sampling  of  performance  monitoring 
wells  demonstrates  that  the  average 
perchlorate  concentrations  were 
reduced  to  below  the  PQL  of  4  pg/L. 

6)  Radius  of 
influence  and 
distance  for 
degradation 

Groundwater  sampling 
of  performance 
monitoring  wells 

Radius  of  influence  for 
electron  donor  addition  will 
extend  between  injection 
and  extraction  wells,  and 
perchlorate  will  be  degraded 
before  groundwater  reaches 
the  furthest  downgradient 
performance  monitoring 
wells. 

Objective  achieved — groundwater 
sampling  of  performance  monitoring 
wells  during  bacer  test  and  following 
electron  donor  addition  demonstrate 
that  the  radius  of  influence  for  elecbon 
donor  addition  extends  between 
injection  and  exbaction  wells  and 
perchlorate  was  degraded  before 
groundwater  reaches  downgradient 
performance  monitoring  wells. 

7.1  EASE  OF  INSTALLATION 

The  ease  of  installation  of  electron  donor  delivery  components  was  evaluated  based  on  the 
experience  of  field  staff  and  the  actual  availability  and  costs  of  installed  equipment.  The  success 
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criterion  for  this  objective  is  that  the  eleetron  donor  delivery  system  can  be  readily  installed 
using  standard  industry  proeedures  and  eontraetors. 

This  objeetive  was  aehieved  based  on  experienee  with  the  actual  installation  of  the  eleetron 
donor  delivery  system  at  the  LHAAP  site.  The  equipment  required  for  the  semi-passive  injeetion 
of  eleetron  donor  and  short-term  eireulation  of  groundwater  was  all  readily  available  through 
loeal  drillers  and  plumbing  suppliers.  The  proeedures  used  to  install  the  equipment  were 
standard  and  well-established  proeedures  for  loeal  drillers,  and  the  proeedures  were  simple 
enough  to  be  conducted  by  field  teehnieians  with  training  in  basie  plumbing  techniques. 

7.2  EASE  OF  ELECTRON  DONOR  DELIVERY  EVENTS 

The  ease  of  eleetron  donor  delivery  events  was  evaluated  based  on  the  experienee  of  field  staff 
who  conducted  the  aetual  electron  donor  events.  The  suceess  eriterion  for  this  objeetive  is  that 
eleetron  donor  delivery  events  ean  be  condueted  by  field  staff  with  minimal  training  and  effort. 

This  objeetive  was  aehieved  based  on  the  experienee  of  field  staff  with  the  aetual  eleetron  donor 
delivery  events.  The  aetivities  and  procedures  required  for  the  eleetron  donor  delivery  events 
were  simple  enough  to  be  eonducted  by  field  staff  with  minimal  speeialized  training  and  effort. 

Eleetron  donor  was  added  to  the  groundwater  reeireulation  injeetion  wells  and  the  intermediate 
injeetion  points  three  times  per  week  for  a  period  of  three  weeks.  Commereially  available 
sodium  laetate  was  used  as  the  eleetron  donor,  and  this  liquid  was  easy  and  safe  to  work.  The 
proeedure  of  transferring  the  eleetron  donor  from  the  drums  to  eaeh  of  the  injeetion  loeations 
took  one  person  about  one  hour  to  eomplete  three  times  per  week. 

The  groundwater  reeireulation  system  was  operated  on  a  eontinuous  basis  over  the  three-week 
period  of  time  when  the  eleetron  donor  was  being  added  to  the  subsurfaee  and  there  were  no 
indieations  that  signifieant  fouling  was  oeeurring  in  the  groundwater  injeetion  wells.  The 
injeetion  wells  were  equipped  with  a  high  level  shutoff  switeh  to  shut  off  the  reeireulation  of 
groundwater  if  the  water  level  in  the  injeetion  wells  rose  indieating  that  the  well  was  beeoming 
fouled.  The  high  level  switeh  was  not  aetivated  during  any  of  the  three  eleetron  donor  injeetion 
events.  It  is  believed  that  at  least  three  factors  contributed  to  the  laek  of  signifieant  fouling  in  the 
injeetion  wells:  1)  the  use  of  soluble  eleetron  donor  that  could  move  quiekly  from  the  injeetion 
well  without  being  held  up  on  the  soil  partieles;  2)  the  injeetion  sehedule  (three  times  per  week 
rather  than  on  a  eontinuous  basis)  during  the  active  injection  phase,  whieh  meant  that 
microorganisms  were  not  reeeiving  a  eontinuous  supply  of  food  even  during  the  aetive  phase  of 
groundwater  reeireulation  and  injection;  and  3)  the  faet  that  groundwater  was  not  reeireulated 
and  eleetron  donor  was  not  added  to  the  wells  for  a  passive  phase  of  at  least  eight  months  during 
whieh  time  biologieal  material  that  may  have  aeeumulated  in  the  well  sereen  during  the  aetive 
phase  would  degrade  significantly  before  the  subsequent  aetive  phase. 

7.3  ENHANCEMENT  OF  MICROBIOLOGICAL  ACTIVITY 

The  enhaneement  of  mierobiologieal  aetivity  was  evaluated  using  groundwater  and  soil  analysis 
for  geoehemieal  parameters  and  mierobial  eharaeterization.  The  suceess  eriterion  for  this 
objective  is  that  eleetron  donor  addition  enhanees  mierobiologieal  activity  in  the  treatment  zone. 
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This  objective  was  achieved  based  on  the  results  of  chemical  and  geochemical  characterization. 
Groundwater  monitoring  data  for  chemical  and  geochemical  parameters  demonstrated  that 
electron  donor  addition  enhanced  microbiological  activity  in  the  treatment  zone.  Significant  and 
sustained  reductions  in  ORP  were  observed  following  addition  of  electron  donor  and  provide  the 
first  indication  that  biological  activity  was  enhanced  by  the  addition  of  electron  donor.  A 
statistical  analysis  of  ORP  data  was  conducted  and  is  presented  in  the  Final  Report.  This 
analysis  shows  a  high  level  of  confidence  that  the  injection  of  electron  donor  in  the  biobarrier 
resulted  in  significant  reductions  in  ORP  that  are  indicative  of  enhanced  biological  activity. 

Reduction  in  sulfate  in  wells  in  the  immediate  vicinity  of  the  electron  donor  injection  points  also 
indicates  enhancement  of  biological  activity.  The  reductions  in  perchlorate  concentrations  in 
groundwater  observed  following  addition  of  electron  donor  provide  additional  indications  that 
biological  activity  was  enhanced  by  the  addition  of  electron  donor  and  that  this  biological 
activity  included  microorganisms  capable  of  degradation  of  perchlorate. 

7.4  EASE  OF  PERFORMANCE  MONITORING  AND  VALIDATION 

The  ease  of  performance  monitoring  and  validation  was  evaluated  based  on  the  quality  of  the 
data  obtained  and  the  ability  to  interpret  and  quantify  biodegradation  with  confidence.  The 
success  criterion  for  this  objective  is  that  the  performance  monitoring  network  and  sampling 
conducted  allows  for  straightforward  data  collection,  interpretation,  and  validation. 

This  objective  was  achieved  based  on  the  data  obtained  during  the  demonstration.  The  quality  of 
the  data  obtained  and  the  ability  to  interpret  this  data  and  quantify  biological  activity  (by  the 
reduction  in  ORP)  with  confidence  and  reduction  in  perchlorate  demonstrated  that  the 
performance  monitoring  network  allowed  for  straightforward  data  collection,  interpretation,  and 
validation. 

The  monitoring  well  network  installed  for  the  demonstration  was  extensive  and  allowed  the 
collection  of  groundwater  samples  for  measurement  of  field  parameters  and  for  chemical 
analysis  from  key  locations  in  the  demonstration  test  area.  Monitoring  points  along  four  distinct 
transects  parallel  to  the  ambient  direction  of  groundwater  flow  allowed  for  an  assessment  of 
groundwater  quality  within  and  downgradient  of  the  biobarrier.  The  monitoring  well  network 
also  included  multiple  sampling  locations  along  the  alignment  of  the  recirculation  wells  used  to 
create  the  biobarrier  that  were  used  to  characterize  the  groundwater  quality  along  the  biobarrier 
and  to  monitor  the  distribution  of  tracer  during  the  tracer  testing  conducted  at  the  time  of  the  first 
and  third  electron  donor  amendment  phase. 

Measurement  of  field  parameters  and  analysis  of  samples  collected  from  monitoring  wells 
allowed  for  data  to  be  collected  that  demonstrated  significant  reductions  in  ORP  associated  with 
the  enhancement  of  biological  activity  resulting  from  the  addition  of  electron  donor.  The 
reduction  in  ORP  in  samples  from  monitoring  wells  in  the  demonstration  area  provided  a 
quantitative  measure  of  the  biological  activity  in  the  subsurface.  The  monitoring  well  network 
allowed  for  the  collection  of  data  that  showed  the  reduction  in  perchlorate  concentrations  to 
validate  the  performance  of  the  technology. 
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7.5  REDUCTION  IN  PERCHLORATE  CONCENTRATION 


The  reduction  in  perchlorate  concentrations  was  evaluated  based  on  groundwater  sampling  of 
performance  monitoring  wells.  The  success  criterion  for  this  objective  is  that  perchlorate 
concentrations  are  reduced  to  the  PQL  of  4  pg/L. 

This  objective  was  achieved  based  on  groundwater  sampling  of  performance  monitoring  wells 
that  demonstrated  that  the  average  perchlorate  concentrations  were  reduced  to  below  the  PQL  of 
4  pg/L  during  the  final  sampling  event.  The  objective  of  4  pg/L  was  not  achieved  in  all  samples 
at  all  time  periods,  as  discussed  below. 

Figure  6  shows  the  perchlorate  concentrations  in  groundwater  samples  collected  during  the 
baseline  monitoring  (Figure  6a),  mid-demonstration  monitoring  (Figure  6b)  and  post¬ 
demonstration  monitoring  (Figure  6c).  Figure  7  shows  the  relative  concentration  of  perchlorate 
in  monitoring  wells  downgradient  of  the  biobarrier  before  addition  of  electron  donor  (March 
2004)  and  post-demonstration  (March  2006).  Table  3  presents  a  summary  of  perchlorate  and 
other  key  groundwater  parameters  collected  during  the  main  groundwater  sampling  events.  The 
Final  Report  contains  the  results  of  all  perchlorate  analyses  conducted  during  the  demonstration 
and  the  results  of  a  statistical  analysis  of  the  perchlorate  data. 

The  groundwater  monitoring  data  demonstrate  that  significant  reductions  in  perchlorate 
concentrations  were  achieved  across  the  line  of  recirculation  wells  in  the  semi-passive  biobarrier 
(Figure  7).  Following  the  third  and  final  injection  of  electron  donor,  perchlorate  concentrations 
were  reduced  to  less  that  4  pg/L  in  10  of  13  shallow  wells  within  and  downgradient  of  the 
biobarrier,  and  the  concentrations  in  the  other  three  wells  ranged  from  7  to  10  pg/L.  Using  half 
the  laboratory  detection  limit  for  groundwater  samples  where  perchlorate  was  not  detected,  the 
average  concentration  of  perchlorate  in  shallow  wells  within  and  downgradient  of  the  biobarrier 
following  the  third  addition  of  electron  donor  was  3.4  pg/L. 

The  concentrations  of  perchlorate  were  reduced  substantially  following  the  first  and  second 
injection  of  electron  donor  (Figure  6b)  in  Transects  1,  2,  and  3.  The  concentrations  of 
perchlorate  in  Transect  4  were  reduced  from  baseline  concentrations,  but  less  than  optimal 
distribution  of  electron  donor  in  this  transect  during  the  first  and  second  addition  of  electron 
donor  resulted  in  a  lower  reduction  in  perchlorate  than  was  observed  in  the  other  transects. 

As  discussed  above,  following  the  third  electron  donor  delivery  cycle,  the  concentrations  of 
perchlorate  were  further  reduced  in  all  monitoring  well  transects,  including  Transect  4.  The 
improved  level  of  treatment  of  perchlorate  is  likely  due  to  a  combination  of  factors,  including  1) 
the  improved  distribution  of  electron  donor  provided  by  the  recirculation  pattern  used;  2)  the 
residual  beneficial  impacts  of  the  first  and  second  electron  donor  delivery  cycles,  including 
reducing  minerals  in  the  geological  media  and  growing  biomass  which  can  act  as  a  long-term 
residual  source  of  electron  donor;  and  3)  the  larger  quantity  of  electron  donor  used  during  the 
third  amendment  cycle. 
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7.6  RADIUS  OF  INFLUENCE  AND  DISTANCE  FOR  DEGRADATION 


The  radius  of  influence  and  distance  for  degradation  was  evaluated  based  on  the  results  of 
groundwater  sample  collected  from  the  performance  monitoring  wells.  The  success  criterion  for 
this  objective  is  that  the  radius  of  influence  for  electron  donor  addition  will  extend  between 
recirculation  wells  and  that  perchlorate  will  be  degraded  before  groundwater  reaches  the  furthest 
downgradient  performance  monitoring  well. 

This  objective  was  achieved  based  on  groundwater  sample  results  from  performance  monitoring 
wells  during  the  tracer  tests  and  following  electron  donor  delivery  cycles,  which  demonstrated 
that  the  radius  of  influence  for  electron  donor  extends  between  all  recirculation  wells  and  that 
perchlorate  was  degraded  before  groundwater  reached  downgradient  performance  monitoring 
wells. 

Table  4  presents  a  summary  of  the  tracer  recoveries,  travel  times,  and  results  of  the  mass  balance 
for  each  segment  during  the  first  tracer  test.  During  this  tracer  test,  groundwater  was  extracted 
from  16EW12B  and  16EW14B  at  rates  of  1.0  gpm  and  1.7  gpm,  respectively,  and  groundwater 
was  injected  into  16EW11,  16EW13,  and  16EW15  at  rates  of  1.0  gpm,  0.85  gpm,  and  0.85  gpm, 
respectively.  The  tracer  concentrations  and  mass  balance  for  intermediate  wells  in  Segments  1, 
2,  and  4  show  consistent  movement  of  the  tracer  within  each  segment.  The  travel  time  between 
the  injection  wells  and  first  intermediate  injection  well  (located  15  ft  from  the  injection  well)  was 
typically  one  to  two  weeks.  The  mass  balance  estimates  between  the  injection  wells  and  the  first 
intermediate  wells  in  Segments  1,  2,  and  4  ranged  between  57%  and  100%.  The  tracer 
concentrations  and  mass  balance  in  intermediate  wells  in  Segment  3  indicate  significantly  slower 
movement  of  the  tracer.  The  slower  movement  of  tracer  is  consistent  with  the  groundwater  flow 
model  that  showed  some  of  the  water  injected  into  EW-13  being  pulled  back  towards  the  south 
into  the  higher  pumping  16EW14B  because  16EW12B  could  not  sustain  as  high  a  yield. 

The  second  tracer  test  was  conducted  during  the  third  injection  of  electron  donor  between  well 
16EW12B  (injection  point)  and  well  16EW12B  (extraction  point),  during  which  groundwater 
was  extracted  from  16EW14B  at  a  rate  of  1.7  gpm  and  injected  into  16EW12B  at  rate  of  1.7 
gpm.  The  monitoring  results  indicate  travel  times  consistent  with  the  results  of  the  groundwater 
modeling  of  this  recirculation  scenario  suggesting  a  travel  time  between  recirculation  wells  (a 
distance  of  35  ft)  to  be  approximately  one  to  two  months.  The  travel  time  for  the  peak 
concentration  (10%  to  20%  of  the  injected  concentration)  of  tracer  to  wells  lW-2  and  lW-3, 
located  14  ft  to  the  north  and  14  ft  to  the  south  of  16EW12B,  was  about  9  to  10  days.  The  travel 
time  for  the  peak  concentration  of  tracer  to  well  16PM04  located  17.5  ft  to  the  south  of 
16EW12B  was  approximately  15  days.  The  travel  time  for  the  peak  concentration  of  tracer  to 
well  lW-4,  located  21  ft  to  the  south  of  16EW12B,  was  approximately  28  days.  The  results  of 
the  second  tracer  test  confirm  the  results  of  the  groundwater  modeling  and  suggest  that  electron 
donor  can  be  distributed  across  the  biobarrier. 

The  distance  for  degradation  was  demonstrated  by  the  reductions  in  perchlorate  in  monitoring 
wells  in  the  immediate  vicinity  of  the  biobarrier  alignment.  Degradation  of  perchlorate  occurred 
in  wells  very  close  to  the  alignment  of  the  biobarrier,  indicating  that  the  degradation  of 
perchlorate  can  occur  within  the  distance  that  electron  donor  is  distributed  upgradient  of  the 
center  of  the  alignment  of  the  biobarrier. 
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8.0  COST  ASSESSMENT 


This  section  presents  the  results  of  a  cost  assessment  to  implement  EISB  for  perchlorate- 
impacted  groundwater  using  the  semi-passive  approach  for  the  addition  of  electron  donor. 
Section  8.1  describes  a  costing  model  that  was  developed  for  the  application  of  EISB  with  a 
comparison  to  other  approaches  to  implementing  EISB  and  to  a  P&T  system;  Section  8.2 
presents  an  assessment  of  the  cost  drivers  for  the  application  of  the  technology;  and  Section  8.3 
presents  the  results  of  an  analysis  of  the  costing  model. 

8.1  COST  MODEL 

A  cost  model  was  developed  for  EISB  for  this  report  and  for  the  recently  released 
SERDP/ESTCP  monograph  on  In  Situ  Bioremediation  of  Perchlorate  in  Groundwater  (Stroo  and 
Ward,  2009). 

The  cost  model  was  developed  for  a  template  site  based  on  a  hypothetical  site  with  perchlorate- 
impacted  shallow  groundwater.  The  specific  site  characteristics  used  are  presented  in  Table  6, 
and  an  illustration  of  the  plume  and  biobarrier  are  provided  in  Eigure  11.  Cost  estimates  were 
prepared  for  a  semi-passive  EISB  remedy  along  with  three  other  approaches  to  implementing 
EISB  and  for  a  conventional  P&T  system.  Using  the  template  site  conditions,  estimates  of  costs 
for  the  capital,  O&M,  and  long-term  monitoring  were  developed.  Capital  costs  included  design 
and  permitting  activities,  mobilization,  site  preparation,  well  installation,  chemical  reagents, 
management,  and  derived  waste  disposal.  O&M  costs  included  mobilization,  equipment 
replacement,  and  supplies  (e.g.,  electron  donor).  Eong-term  monitoring  costs  included  field 
supplies,  sampling  equipment,  laboratory  analysis,  and  regulatory  reporting.  Eabor  associated 
with  the  planning,  procurement,  and  implementation  of  all  aspects  of  the  remedies  is  also 
included.  Excluded  from  consideration  are  the  costs  of  pre-remediation  investigations  (e.g., 
plume  delineation,  risk  determination,  and  related  needs),  treatability  studies,  source  zone 
treatment,  and  post  remediation  and  decommissioning. 

The  cost  estimates  focused  on  treatment  of  a  contaminated  plume  of  groundwater,  and  costs  for 
possible  source  zone  treatment  are  not  included.  In  reality,  it  may  be  appropriate  to  treat  source 
areas  that  may  contain  a  significant  mass  of  perchlorate  and  contribute  slowly  to  elevated 
concentrations  in  groundwater.  A  perchlorate  “source”  may  take  a  variety  of  forms,  including: 

•  Perchlorate  in  the  geological  media  above  the  water  table  (the  “vadose  zone”), 
which  is  carried  into  the  groundwater  by  water  infiltrating  from  the  surface  and 
flushing  the  perchlorate  into  the  groundwater 

•  Perchlorate  in  the  vadose  zone,  which  dissolves  into  the  groundwater  as 
groundwater  elevations  increase  (possibly  on  an  intermittent  basis)  and  saturate 
the  vadose  zone  containing  the  perchlorate 

•  Perchlorate  disposed  of  below  the  water  table  in  a  manner  that  allows  the 
perchlorate  to  be  released  into  the  groundwater  over  an  extended  period  of  time 


49 


Table  6,  Site  characteristics  and  design  parameters  for  EISB  of  perchlorate-impacted  groundwater. 


Design  Parameter 

Units 

Scenario/Case  Description  and  Number 

Base 

Case 

Accelerated 

Cleanup 

Case 

Low  Perchlorate 
Concentration 
Case 

High  Perchlorate 
Concentration 
Case 

Low 

Donor 

Demand 

Case 

High 

Donor 

Demand 

Case 

Low  GW 
Velocity 
Case 

High  GW 
Velocity 
Case 

Deep 

GW 

Case 

Thin 

Interval 

Case 

Thick 

Interval 

Case 

Narrow 

Plume 

Case 

Wide 

Plume 

Case 

Case  1 

Case  2 

Case  3 

Case  4 

Case  5 

Case  6 

Case? 

Case  8 

Case  9 

Case  10 

Case  11 

Case  12 

Case  13 

Width  of  plume 

m 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

120 

30 

240 

ft 

400 

400 

400 

400 

400 

400 

400 

400 

400 

400 

400 

100 

800 

Length  of  plume 

m 

240 

240 

240 

240 

240 

240 

240 

240 

240 

240 

240 

240 

240 

ft 

800 

800 

800 

800 

800 

800 

800 

800 

800 

800 

800 

800 

800 

Porosity 

0.25 

0.25 

0.25 

0.25 

0.25 

0.25 

0.25 

0.25 

0.25 

0.25 

0.25 

0.25 

0.25 

Gradient 

0.008 

0.008 

0.008 

0.008 

0.008 

0.008 

0.008 

0.008 

0.008 

0.008 

0.008 

0.008 

0.008 

Hydraulic 

conductivity* 

cm/sec 

0.001 

0.001 

0.001 

0.001 

0.001 

0.001 

0.001 

0.001 

0.001 

0.001 

0.001 

0.001 

Upgradient  perchlorate 
concentration 

mg/L 

2 

2 

0.4 

10 

2 

2 

2 

2 

2 

2 

2 

2 

2 

Downgradient 

perchlorate 

concentration 

mg/L 

1.1 

1.1 

0.22 

5.5 

1.1 

1.1 

1.1 

1.1 

1.1 

1.1 

1.1 

1.1 

1.1 

Nitrate  concentration 

mg/L 

15 

15 

15 

15 

5 

30 

15 

15 

15 

15 

15 

15 

15 

Dissolved  oxygen 
concentration 

mg/L 

5 

5 

5 

5 

2 

8 

5 

5 

5 

5 

5 

5 

5 

Depth  to  water 

m  bgs 

3 

3 

3 

3 

3 

3 

3 

3 

30 

3 

3 

3 

3 

ft  bgs 

10 

10 

10 

10 

10 

10 

10 

10 

100 

10 

10 

10 

10 

Vertical  saturated 
thickness 

m 

9 

9 

9 

9 

9 

9 

9 

9 

9 

3 

15 

9 

9 

ft 

30 

30 

30 

30 

30 

30 

30 

30 

30 

10 

50 

30 

30 

Cross  sectional  area  of 
plume 

m^ 

1080 

1080 

1080 

1080 

1080 

1080 

1080 

1080 

1080 

360 

1800 

270 

2160 

ft" 

12,000 

12,000 

12,000 

12,000 

12,000 

12,000 

12,000 

12,000 

12,000 

4,000 

20,000 

3,000 

24,000 

GW  seepage  velocity 

m/year 

10 

10 

10 

10 

10 

10 

1 

20 

10 

10 

10 

10 

ft/year 

33 

33 

33 

33 

33 

33 

3.3 

66 

33 

33 

33 

33 

33 

Perchlorate  treatment 
objective 

mg/L 

0.0245 

0.0245 

0.0245 

0.0245 

0.0245 

0.0245 

0.0245 

0.0245 

0.0245 

0.0245 

0.0245 

0.0245 

0.0245 

Assumed  number  of 
pore  volumes  to  flush 
plume 

■ 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

Number  of  barriers 
perpendicular  to  GW 
flow 

■ 

■ 

5 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

■ 

GW  travel  time  to 
barrier(s) 

years 

24 

5 

24 

24 

24 

24 

240 

12 

24 

24 

24 

24 

24 

Years  to  clean  up  GW 

48 

10 

48 

48 

48 

48 

48 

480 

24 

48 

48 

48 

48 

48 

Notes:  *hydraulic  conductivity  based  on  uniform  silty  sand  aquifer 

-  input  parameters  changed  from  base  case 


bgs  -  below  ground  surface  cm/sec  -  centimeters  per  second  ft -feet  GW  -  groundwater 

kg  -  kilogram  L  -  liter  m  -  meter  rng/L  -  milligrams  per  liter 
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Figure  11,  Base  case  plume  and  biobarrier  configuration. 
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•  Perchlorate,  which  was  released  into  the  groundwater  at  high  concentrations  and 
diffused  into  low  hydraulic  conductivity  (K)  units  in  the  geological  media  and 
which  continue  to  diffuse  out  of  the  low  K  units  as  the  upgradient  source  of 
perchlorate  is  depleted. 

If  the  “source”  material  is  not  treated,  it  may  continue  to  feed  the  plume  for  an  extended  period 
of  time  and  it  may  be  necessary  to  treat  the  plume  for  a  longer  period  of  time  until  the  source 
zone  is  sufficiently  depleted.  The  semi-passive  remedial  approach  could  be  used  in  a  modified 
configuration  to  treat  source  areas  below  the  water  table,  but  estimating  the  costs  for  this 
application  is  beyond  the  scope  of  this  document.  Sources  of  perchlorate  above  the  water  table 
may  be  treated  using  other  approaches  such  as  enhanced  flushing  of  the  vadose  zone. 

To  obtain  a  clearer  picture  of  life-cycle  costs  for  the  various  options,  estimates  include  the  NPV 
of  future  costs.  The  NPV  calculations  provide  cash  flow  analysis  for  30  years,  showing  the  costs 
by  category  for  each  year.  The  future  costs  are  only  carried  forward  for  30  years  on  the  basis 
that  the  NPV  of  future  costs  beyond  the  30-year  time  frame  are  small  and  the  future  costs  beyond 
the  30-year  period  of  time  are  difficult  to  predict.  O&M  and  long-term  monitoring  costs  are 
discounted  at  a  rate  of  3%  to  develop  the  NPV  estimates  of  future  costs  (Department  of  Defense 
[DoD],  1995).  The  rate  of  3%  is  based  on  the  U.S.  Federal  Government  Office  of  Management 
and  Budget  “Real  Interest  Rates  on  Treasury  Notes  and  Bonds”  for  20-year  and  30-year  notes 
and  bonds  of  2.8%  (Office  of  Management  and  Budget,  2008). 

The  cost  model  also  estimates  the  impact  of  changes  in  site  characteristics  and  design 
parameters.  Using  the  template  site  as  a  baseline  condition,  site  characteristics  and  design 
parameters  (e.g.,  depth  to  groundwater,  contaminant  plume  width,  and  groundwater  velocity) 
were  varied  individually,  and  the  twelve  iterations  are  shown  in  Table  6.  This  specific  analysis 
provides  some  insight  into  how  capital,  O&M,  and  long-term  monitoring  costs  are  affected  by 
changing  specific  variables. 

The  base  case  assumes  a  homogeneous  silty  sand  aquifer  from  a  depth  of  3  m  (approximately  1 0 
ft)  bgs  to  12  m  (40  ft)  bgs  with  a  K  of  0.001  cm/sec,  a  horizontal  gradient  of  0.008  m/m,  and  a 
porosity  of  0.25.  These  aquifer  characteristics  result  in  a  groundwater  seepage  velocity  of 
approximately  10  m/year  (33  ft/year).  The  plume  of  perchlorate-impacted  groundwater  extends 
along  the  direction  of  groundwater  flow  for  240  m  (800  ft)  and  is  120  m  (400  ft)  in  width.  The 
concentration  of  perchlorate  at  the  upgradient  side  of  the  plume  is  2  mg/L,  and  the  concentration 
on  the  downgradient  side  is  1.1  mg/L.  Oxygen  and  nitrate  will  contribute  demand  for  electron 
donor,  and  the  assumed  concentrations  of  dissolved  oxygen  and  nitrate  are  5  mg/L  and  15  mg/L, 
respectively. 

The  base  case  also  assumes  that  two  pore  volumes  of  clean  water  will  need  to  flush  through  the 
impacted  areas  to  achieve  the  clean-up  objectives.  In  reality,  the  number  of  pore  volumes  of 
clean  water  required  to  flush  through  the  subsurface  to  achieve  target  treatment  objectives  will  be 
determined  by  a  number  of  factors,  such  the  degree  of  heterogeneity  of  the  geological  media. 
Variations  in  the  K  of  the  aquifer  material  can  allow  significant  mass  of  perchlorate  to  diffuse 
into  low  K  layers  and  then  act  as  an  ongoing  source  of  perchlorate  to  the  higher  K  zone  as  the 
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perchlorate  is  flushed  from  the  higher  K  zones.  In  most  geological  settings,  more  than  two  pore 
volumes  will  be  required  to  achieve  treatment  objectives,  and  longer  term  operation  of  the 
remedial  measures  will  be  required.  The  assumption  that  two  pore  volumes  of  flushing  are 
required  to  achieve  treatment  objectives  could  only  be  valid  for  situations  where  there  is  very 
uniform  K  of  the  geological  media  and  is  likely  an  optimistic  assumption  for  most  real-world 
situations. 

The  base  case  design  incorporates  one  biobarrier  on  the  downgradient  edge  of  the  plume  to  treat 
water  as  it  flows  across  the  line  of  the  biobarrier.  Based  on  the  groundwater  seepage  velocity  of 
10  m/yr  (33  ft/year),  a  plume  that  extends  for  240  m  (800  ft)  along  the  direction  of  groundwater 
flow  and  the  assumed  need  to  flush  two  pore  volumes  of  clean  water  through  the  impacted 
aquifer  to  achieve  cleanup  standards,  it  would  be  expected  to  take  approximately  48  years  for  the 
plume  to  be  treated  in  the  base  case.  If  more  than  two  pore  volumes  of  flushing  are  actually 
required  to  achieve  treatment  objectives,  the  biobarrier  would  need  to  be  operated  beyond  the  30- 
year  time  frame  considered  in  this  costing  exercise,  but  the  concentrations  to  be  treated  would 
likely  be  reduced  significantly  and  operating  requirements  reduced.  The  costs  of  this  potential 
future  operation  would  be  incurred  more  than  30  years  into  the  future  and  the  NPV  of  these  costs 
would  not  be  as  significant  as  the  costs  incurred  for  operation  in  the  near  and  medium  term  (i.e., 
less  than  30  years). 

The  perchlorate  treatment  objective  that  was  used  for  the  template  site  was  based  on  the  chronic 
exposure  reference  dose  (and  the  resulting  drinking  water  equivalent  concentration)  selected  by 
USEPA  in  2005  (http://www.epa.gov/iris/subst/1007.htm)  of  24.5  pg/L  (0.0245  mg/L).  A  lower 
treatment  objective  would  increase  the  costs  associated  with  the  implementation  of  the 
approaches  presented  here. 

The  semi-passive  bioremediation  approach  considered  can  achieve  low  treatment  criteria  (i.e., 
below  0.004  mg/L),  but  to  achieve  lower  target  treatment  criteria,  a  higher  safety  factor  will  be 
required  in  the  design  and  operation  of  each  of  the  remedies  such  that  pockets  or  layers  of  low  K 
geological  material  containing  untreated  groundwater  with  some  perchlorate  do  not  remain  or 
transmit  perchlorate  in  groundwater  following  treatment,  and  the  system  may  need  to  be  operated 
for  a  longer  period  of  time.  If  a  very  low  target  treatment  objective  is  required,  even  small 
pockets  or  layers  of  untreated  groundwater  could  result  in  groundwater  samples  exceeding  the 
target  criteria.  Layers  of  low  K  geological  material  exist  at  many  sites  where  interbedded  clay, 
silts,  and  sands  are  present  and  can  serve  as  longer  term  repositories  for  perchlorate  from  which 
diffusion  is  the  dominant  transport  mechanism.  These  pockets  or  layers  may  release  perchlorate 
to  flowing  groundwater  after  treatment  of  perchlorate  in  the  higher  K  units  has  been  completed. 

As  discussed  above,  the  presence  of  significant  low  K  repositories  of  perchlorate  and  low  target 
treatment  concentrations  would  affect  the  assumption  used  in  the  base  case  that  two  pore 
volumes  of  groundwater  need  to  be  flushed  through  the  plume  to  achieve  the  target  treatment 
objectives.  If  additional  clean  groundwater  needs  to  be  flushed  through  the  plume  area  to 
achieve  remedial  action  objectives,  then  the  treatment  system  will  need  to  be  operated  for  a 
longer  period  of  time  and  incur  additional  long-term  O&M  and  monitoring  costs.  The  additional 
safety  factor  in  design  and  possibly  longerterm  operation  will  increase  costs  to  achieve  lower 
target  treatment  objectives,  but  the  impact  of  a  specific  change  in  the  target  treatment 
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concentration  is  difficult  to  predict  without  extensive  and  very  detailed  site  eharaeterization  and 
eontaminant  transport  modeling. 

The  semi-passive  biobarrier  alternative  assumes  that  a  series  of  injection  and  extraction  wells 
will  be  installed  along  the  alignment  of  the  biobarrier  and  a  groundwater  reeireulation  system 
will  be  eonstrueted  to  reeireulate  groundwater  and  distribute  eleetron  donor  aeross  the  biobarrier. 
Groundwater  will  be  reeireulated  between  injeetion  and  extraetion  wells  and  a  soluble  eleetron 
donor  will  be  added  to  the  water  being  reeireulated  to  distribute  the  electron  donor  across  the 
plume  of  perehlorate  impaeted  groundwater.  For  the  purpose  of  this  eost  model,  it  is  assumed 
that  this  initial  system  installation  is  the  same  as  would  be  used  for  an  aetive  approaeh  to  the 
addition  of  eleetron  donor.  The  eosting  has  been  developed  based  on  eireulating  groundwater 
and  adding  eleetron  over  a  period  of  3  weeks,  after  whieh  the  reeireulation  system  will  be  shut 
down  for  a  period  of  9  months.  Operation  will  eontinue  on  a  cyele  of  3  weeks  of  groundwater 
reeireulation  and  addition  of  eleetron  donor  every  9  months.  The  operating  eosts  would  be  lower 
than  for  an  aetive  system  as  a  result  of  the  redueed  operating  requirements  and  redueed  potential 
for  biofouling  of  injection  wells.  In  some  situations,  it  may  be  possible  to  reduee  the  eapital 
expenditure  for  the  semi-passive  systems  by  using  simple  controls  and  more  manual  operations 
than  would  be  possible  with  aetive  reeireulation  systems.  In  some  situations,  the  eapital  eosts 
ean  be  further  redueed  by  eonstrueting  small  mobile  units  that  ean  be  used  to  reeireulate 
groundwater  and  add  eleetron  donor  at  one  set  of  wells  and  then  moved  to  wells  at  another 
loeation  to  recirculate  groundwater  and  add  eleetron  donor. 

The  other  EISB  approaehes  eonsidered  here  inelude  passive  eleetron  donor  injeetion,  aetive 
eleetron  donor  injection,  and  a  trench  biowall.  The  passive  EISB  system  assumes  that  a  series  of 
injeetion  wells  is  installed  aeross  the  plume  and  that  emulsified  vegetable  oil  (EVO)  is  injected 
into  these  wells  every  3  years.  The  aetive  system  would  be  set  up  in  a  manner  almost  identieal  to 
the  semi-passive  system  but  would  be  operated  on  a  continuous  rather  than  an  intermittent  basis. 
The  trench  biowall  EISB  system  assumes  that  a  trench  is  excavated  to  intercept  the  plume  of 
perehlorate-impaeted  groundwater  and  is  baekfilled  with  muleh  and  EVO.  It  is  assumed  that  the 
biowall  is  rejuvenated  by  injeeting  additional  EVO  after  4  and  8  years  and  every  3  years 
thereafter. 

The  groundwater  extraetion  and  treatment  or  P&T  system  ineluded  for  eomparison  would  be 
similar  to  the  biobarrier  system  in  that  a  row  of  extraetion  and  injeetion  wells  would  be  used  to 
bring  groundwater  to  the  surfaee  and  to  reinject  the  groundwater,  but  rather  than  amending  the 
groundwater  with  electron  donor,  the  groundwater  would  be  treated  to  remove  perehlorate  prior 
to  reinjeetion  on  a  eontinuous  basis.  The  groundwater  treatment  eomponent  of  this  system 
would  be  a  small-seale  bioreaetor  to  degrade  perehlorate. 

A  series  of  12  variations  in  site  eonditions  and/or  design  parameters  was  developed,  and  the  eost 
implieations  of  these  variations  on  the  semi-passive  EISB  system  were  estimated.  The  first 
variation  of  the  base  ease.  Case  2:  Aeeelerated  Cleanup  Case,  utilizes  five  biobarriers  aligned 
perpendieular  to  the  direction  of  groundwater  flow  distributed  every  48  m  (160  ft)  within  the  240 
m  (800  ft)  long  plume.  This  will  provide  treatment  of  the  plume  at  one  downgradient  and  four 
intermediate  loeations  rather  than  just  at  the  downgradient  edge  of  the  plume.  Based  on  the 
seepage  veloeity  of  10  m/yr  (33  ft/year)  and  the  assumption  that  two  pore  volumes  of  elean  water 
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need  to  flow  through  the  plume  area  to  aehieve  eleanup,  this  case  will  require  approximately  10 
years  to  treat  the  groundwater  rather  than  the  48  years  of  the  base  case. 

The  third  and  fourth  cases  incorporate  reduced  and  elevated  concentrations  of  perchlorate  in 
groundwater  as  shown  in  Table  6.  The  fifth  and  sixth  cases  assume  lower  and  higher 
concentrations  of  nitrate  and  dissolved  oxygen  that  will  result  in  a  higher  and  lower  demand  for 
electron  donor.  The  seventh  and  eighth  cases  incorporate  lower  and  higher  groundwater  seepage 
velocities  resulting  from  changes  in  the  hydraulic  gradient  from  the  base  case.  The  ninth  case 
assumes  that  the  depth  to  groundwater  is  30  m  (100  ft)  rather  than  the  3  m  (10  ft)  in  the  base 
case.  The  tenth  and  eleventh  cases  assume  thin  and  thick  vertical  interval  of  3  m  (10  ft)  and  15 
m  (50  ft)  rather  than  the  9  m  (30  ft)  of  the  base  case.  The  twelfth  and  thirteenth  cases  assume  a 
narrow  plume  (30  m  [100  ft]  in  width)  and  a  wide  plume  (240  m  [800  ft]  in  width)  rather  than  the 
120  m  (400  ft)  width  of  the  base  case. 

The  costs  of  the  base  case  and  the  variations  are  discussed  in  Section  8.3. 

8.2  COST  DRIVERS 

The  costs  to  implement  EISB  for  perchlorate-impacted  groundwater  using  the  semi-passive 
approach  for  the  addition  of  electron  donor  will  vary  significantly  from  site  to  site.  The  key 
costs  drivers  are  listed  below,  followed  by  a  brief  discussion  of  the  impact  on  cost. 

•  Width  of  plume  (perpendicular  to  the  direction  of  groundwater  flow).  Treatment 
systems  for  wider  plumes  require  more  recirculation  wells,  equipment,  electron 
donor,  and  labor  to  operate.  Some  system  costs,  such  as  design  and  mobilization, 
will  be  relatively  insensitive  to  the  size  of  a  system  but  many  costs  will  increase 
in  direct  proportion  with  an  increase  in  the  width  of  the  area  to  be  treated. 

•  Length  of  plume  to  be  treated.  Treatment  systems  may  be  designed  to  treat  the 
entire  length  of  a  plume  in  a  shorter  time  period  by  installing  recirculation  wells  at 
many  locations  along  the  length  of  the  plume,  or  they  may  be  designed  to  treat  a 
plume  over  a  longer  period  of  time  as  the  groundwater  flows  through  a  few 
biobarriers  aligned  perpendicular  to  the  direction  of  groundwater  flow.  In  either 
case,  the  costs  will  be  higher  for  plumes  of  greater  length.  Systems  designed  to 
treat  plumes  quickly  will  require  more  recirculation  wells,  more  equipment,  more 
electron  donor,  and  more  labor  to  operate  than  systems  designed  to  treat 
perchlorate  over  a  longer  period  of  time.  Systems  designed  to  treat  plumes  as 
they  flow  through  a  small  number  of  biobarriers  will  need  to  operate  for  longer 
periods  of  time  if  the  plume  to  be  treated  has  a  greater  length. 

•  Vertical  thickness  of  the  area  of  impacted  groundwater.  Systems  designed  to 
treat  plumes  with  a  greater  vertical  thickness  will  be  more  expensive  as  they  will 
require  longer  screen  in  the  recirculation  wells,  higher  capacity  pumps,  piping  and 
other  equipment,  more  electron  donor,  and  some  additional  labor  to  operate.  As 
with  the  length  of  the  plume,  some  system  costs,  such  as  design  and  mobilization 
costs,  will  be  relatively  insensitive  to  the  size  of  a  system,  but  many  costs  will 
increase  in  direct  proportion  with  an  increase  in  the  vertical  thickness  of  the  area 
to  be  treated. 
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•  Depth  of  the  interval  to  be  treated.  System  designed  to  treat  perehlorate  at  greater 
depths  will  be  somewhat  more  expensive  than  shallow  plumes  as  a  result  of  the 
higher  eosts  of  installing  reeirculation  wells.  Most  other  capital  and  operating 
costs  will  not  be  impacted  greatly  by  the  need  to  treat  deeper  plumes  of 
perchlorate-impacted  groundwater. 

•  The  area  of  the  plume  of  impacted  groundwater  to  be  treated.  As  discussed 
above,  systems  may  be  designed  to  treat  the  entire  length  of  a  plume  on  a  short 
time  frame  by  installing  recirculation  wells  at  many  locations  along  the  length  of 
the  plume,  or  they  may  be  designed  to  treat  a  plume  over  a  longer  period  of  time 
as  the  groundwater  flows  through  a  few  biobarriers  aligned  perpendicular  to  the 
direction  of  groundwater  flow.  Treating  the  entire  plume  will  increase  the  initial 
capital  costs  relative  to  treating  the  plume  as  water  flows  through  a  small  number 
of  biobarriers,  but  the  long-term  costs  will  be  less  because  treatment  will  be 
completed  over  a  shorter  period  of  time. 

•  Ambient  groundwater  velocity.  Systems  designed  to  treat  higher  ambient 
groundwater  velocities  will  be  more  expensive  because  higher  groundwater 
recirculation  rates  or  additional  recirculation  wells  will  likely  be  required  to 
distribute  electron  donor  across  the  width  of  the  plume  and  the  higher 
groundwater  velocities  will  result  in  greater  demand  for  electron  donor  as  higher 
quantities  of  perchlorate  and  other  electron  acceptors  will  be  flowing  through  the 
target  treatment  zone.  A  higher  groundwater  velocity  will,  however,  usually 
allow  for  cleanup  criteria  to  be  achieved  in  a  shorter  period  of  time,  as  water 
flows  faster  through  the  impacted  geological  media. 

•  K  of  the  geological  media  containing  the  impacted  groundwater.  Sites  with  a 
high  K  will  generally  have  high  groundwater  velocities  and  associated  higher 
costs  as  discussed  above.  Systems  at  low  K  sites  will  generally  be  less  expensive 
because  of  the  lower  groundwater  velocity,  but  the  amount  of  the  costs  savings 
may  be  reduced  somewhat  by  the  need  for  a  greater  number  of  recirculation  wells 
that  may  be  required  to  recirculate  a  sufficient  amount  of  groundwater  to  maintain 
hydraulic  control. 

•  The  variation  in  the  K  of  dijferent  layers  in  the  geological  media.  Sites  with  a 
high  degree  of  variation  in  the  K  of  different  layers  in  the  geological  media  will 
have  increased  costs  as  a  result  of  the  greater  number  of  pore  volumes  of  clean 
water  required  to  flush  through  the  subsurface  to  achieve  target  treatment 
objectives.  Variations  in  the  K  of  the  aquifer  material  can  allow  significant  mass 
of  perchlorate  to  diffuse  into  low  K  layers  and  then  act  as  an  ongoing  source  of 
perchlorate  to  the  higher  K  zone  as  the  perchlorate  is  flushed  from  the  lower  K 
zones.  The  need  for  more  pore  volumes  of  water  to  flush  the  subsurface  will 
result  in  the  need  to  operate  the  system  for  a  longer  period  of  time  with  an 
associated  increase  in  operation,  maintenance,  and  monitoring  (OM&M)  costs. 

•  Concentration  of  perchlorate  in  impacted  groundwater.  Higher  concentrations  of 
perchlorate  may  not  impact  the  initial  capital  costs  to  a  large  extent  but  will 
increase  OM&M  costs  for  systems  in  two  ways.  First,  higher  concentrations  of 
perchlorate  will  require  more  clean  water  to  flush  the  perchlorate  from  the 
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geological  media  and  therefore  a  longer  period  of  operation.  Second,  the  higher 
concentrations  will  require  more  electron  donor  to  degrade  the  perchlorate 
present,  although  the  impact  of  this  factor  may  be  small  at  most  sites  where  the 
total  demand  for  electron  donor  is  dominated  by  parameters  such  as  DO,  nitrate, 
and  sulfate  rather  than  by  the  perchlorate  concentration. 

•  Target  treatment  concentration.  EISB  can  achieve  low  treatment  criteria  (i.e., 
below  4  pg/L)  but  the  lower  the  target  treatment  criteria,  the  higher  the  safety 
factor  required  in  the  design  and  operation  of  the  system  so  that  pockets  or  layers 
of  low  K  geological  material  containing  untreated  groundwater  with  some 
perchlorate  do  not  remain  or  transmit  perchlorate  in  groundwater  following 
treatment.  If  a  very  low  target  treatment  objective  is  required,  even  small  pockets 
or  layers  of  untreated  groundwater  could  result  in  groundwater  samples  exceeding 
the  target  criteria  and  operation  of  the  system  for  a  long  period  of  time  may  be 
required.  Layers  of  low  K  geological  material  exist  at  many  sites  where  inter- 
bedded  clay,  silts,  and  sands  are  present  and  can  serve  as  longer  term  repositories 
for  perchlorate  from  which  diffusion  is  the  dominant  transport  mechanism.  These 
pockets  or  layers  may  release  perchlorate  to  flowing  groundwater  after  substantial 
treatment  of  perchlorate  in  the  higher  K  units  has  been  completed. 

•  Concentration  of  other  electron  acceptors.  High  concentration  of  other  electron 
acceptors  such  as  DO,  nitrate,  and  sulfate  will  increase  the  amount  of  electron 
donor  required  to  degrade  perchlorate.  The  increased  electron  donor  demand  will 
increase  the  operating  costs  somewhat  for  the  system. 

8.3  COST  ANALYSIS 

The  detailed  breakdown  of  the  estimated  capital  costs,  annual  O&M  costs,  long-term  monitoring 
costs  and  the  NPV  of  these  costs  for  1)  the  semi-passive  EISB,  2)  the  passive  EISB,  3)  the  active 
EISB,  4)  the  trench  biowall  EISB,  and  5)  the  equivalent  P&T  system  are  presented  in  the  Pinal 
Report.  A  summary  of  these  costs  is  presented  in  Table  7. 

The  capital  cost,  including  design,  installation  of  wells,  installation  of  the  groundwater 
recirculation  and  amendment  system,  and  system  start-up  and  testing  for  the  semi-passive  EISB 
system  is  approximately  $430,000,  and  the  annual  O&M  cost  is  estimated  to  be  $39,000  per 
year.  The  NPV  of  the  O&M  represents  an  additional  $780,000  of  costs  over  a  30-year  life.  The 
NPV  of  the  long-term  monitoring  costs  is  estimated  to  be  $350,000  to  give  a  total  current  value 
cost  for  the  alternative  of  $1,560,000.  The  total  cost  of  the  remedy  over  30  years  is  estimated  to 
be  $2,060,000.  The  cross  sectional  area  of  the  plume  for  this  scenario  is  1080  m  or  12,000  ft^. 
The  unit  costs  for  capital  and  annual  O&M  are  therefore  $398/m^  ($36/ft^)  and  $36/m^  ($3/ft^), 
respectively. 
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Table  7,  Summary  of  costs  for  treatment  of  perchlorate-impacted  groundwater. 


Alternative 

Capital 

Costs 

Total 

O&M  Costs 
(year  1  to  30) 

Average 
Annual 
O&M  costs 
(year  1  to  30) 

NPV  of 

30  Years 
of  O&M 
Costs 

NPV  of 

30  Years  of 
Monitoring 
Costs 

NPV  of 

30  Years  of 
Total 
Remedy 
Costs 

Total 

30-Year 

Remedy 

Costs 

Semi-passive  biobarrier 

$430,000 

$1,160,000 

$38,700 

$780,000 

$350,000 

$1,560,000 

$2,060,000 

Passive  biobarrier 

$280,000 

$1,500,000 

$50,000 

$990,000 

$350,000 

$1,620,000 

$2,250,000 

Aetive  biobarrier 

$430,000 

$1,800,000 

$60,000 

$1,200,000 

$350,000 

$1,980,000 

$2,700,000 

Treneh  biowall 

$320,000 

$1,250,000 

$41,700 

$780,000 

$350,000 

$1,450,000 

$2,040,000 

P&T 

$490,000 

$2,200,000 

$73,300 

$1,470,000 

$350,000 

$2,310,000 

$3,160,000 

Cross  seetional  area  of  biobarrier  (m^) 

1080 

1080 

1080 

1080 

1080 

1080 

1080 

Cross  seetional  area  of  biobarrier  (m^) 

12,000 

12,000 

12,000 

12,000 

12,000 

12,000 

12,000 

Unit  Cost  Basis  ($  per  of  biobarrier) 

Semi-passive  biobarrier 

$398 

$1100 

$36 

$720 

$324 

$1400 

$1900 

Passive  biobarrier 

$259 

$1400 

$46 

$920 

$324 

$1500 

$2100 

Aetive  biobarrier 

$398 

$1700 

$56 

$1110 

$324 

$1800 

$2500 

Treneh  biowall 

$296 

$1200 

$39 

$720 

$324 

$1300 

$1900 

P&T 

$454 

$2000 

$68 

$1360 

$324 

$2100 

$2900 

Unit  Cost  Basis  ($  per  ft^  of  biobarrier) 

Semi-passive  biobarrier 

$36 

$97 

$3.20 

$65 

$29 

$130 

$170 

Passive  biobarrier 

$23 

$125 

$4.20 

$83 

$29 

$140 

$190 

Aetive  biobarrier 

$36 

$150 

$5.00 

$100 

$29 

$170 

$230 

Treneh  biowall 

$27 

$104 

$3.50 

$65 

$29 

$120 

$170 

P&T 

$41 

$183 

$6.10 

$123 

$29 

$190 

$260 

Notes:  NPV  -  net  present  value;  current  value  of  future  costs  based  on  a  3%  annual  discount  rate 


O&M  -  operation  and  maintenance 
ft^  -  square  feet 
-  square  meters 
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Costs  for  all  of  the  alternatives  considered  in  this  evaluation  are  presented  in  Table  7.  Figure  12 
shows  the  cumulative  costs  by  year  for  each  of  the  alternatives  evaluated  above.  The  total  30- 
year  costs  for  the  semi-passive  EISB  and  the  trench  biowall  options  are  virtually  the  same  at 
about  $2,000,000.  The  costs  for  the  passive  EISB  are  slightly  more  at  about  $2,250,000,  and  the 
costs  for  the  active  EISB  are  the  highest  of  the  EISB  alternatives  at  $2,700,000.  The  costs  for 
the  P&T  option  are  over  $3,000,000. 

Table  8  shows  the  estimates  of  the  impact  of  variations  in  the  site  characteristics  and  design 
parameters  on  the  costs  for  the  semi-passive  EISB  approach.  Of  the  changes  in  site 
characteristics  and  design  parameters  considered  in  this  evaluation,  the  most  significant  cost 
driver  is  the  decision  to  accelerate  the  cleanup  of  the  entire  zone  of  perchlorate-impacted 
groundwater  rather  than  treating  groundwater  at  the  downgradient  limit  and  allowing  the 
impacted  groundwater  to  flow  through  this  location  over  time.  As  a  result  of  the  size  of  the 
plume,  a  significant  number  of  separate  biobarrier  systems  would  be  required  to  provide 
sufficient  coverage  of  the  impacted  groundwater  to  accelerate  cleanup. 
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Year 


Notes;  EISB  -  Enhanced  In  Situ  Bioremediation 


Cumulative  Costs  for  Perchlorate  Treatment 

Semi-Passive  In  Situ  Bioremediation 

Geosyntec^ 

consultants 

Figure 

7-2 

Guelph 

November  2009 

Figure  12,  Cumulative  costs  for  perchlorate  treatment. 
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Table  8,  Impact  of  site  characteristics  and  design  parameters  on  costs  for  semi-passive  EISB, 


Cost 

Component 

Base 

Case 

Accelerated 
Cleanup  Case 

Low  Perchlorate 
Concentration 
Case 

High  Perchlorate 
Concentration 
Case 

Low  Donor 
Demand  Case 

High  Donor 
Demand  Case 

Low  GW 
Velocity  Case 

Case  1 

Case  2 

Case  3 

Case  4 

Case  5 

Case  6 

Case  7 

Cost 

Factor 

Cost 

Factor 

Cost 

Factor 

Cost 

Factor 

Cost 

Factor 

Cost 

Factor 

Cost 

Capital  cost 

$430,000 

4.50 

$1,935,000 

0.98 

$421,400 

1.05 

$451,500 

0.95 

$408,500 

1.15 

$494,500 

0.90 

$387,000 

NPV  of  O&M 

costs 

$780,000 

1.75 

$1,365,000 

0.95 

$741,000 

1.05 

$819,000 

0.90 

$702,000 

1.20 

$936,000 

0.90 

$702,000 

NPV  of 

monitoring 

costs 

$350,000 

1.25 

$437,500 

1.00 

$350,000 

1.00 

$350,000 

1.00 

$350,000 

1.00 

$350,000 

1.00 

$350,000 

NPV  of  total 

costs 

$1,560,000 

2.40 

$3,737,500 

0.97 

$1,512,400 

1.04 

$1,620,500 

0.94 

$1,460,500 

1.14 

$1,780,500 

0.92 

$1,439,000 

Cost 

Component 

Thin  Interval 
Case 

Thick  Interval 
Case 

Narrow  Plume 
Case 

Wide  Plume  Case 

Case  8 

Case  9 

Case  10 

Case  11 

Case  12 

Case  13 

Factor 

Cost 

Factor 

Cost 

Factor 

Cost 

Factor 

Cost 

Factor 

Cost 

Factor 

Cost 

Capital  cost 

1.15 

$494,500 

1.25 

$537,500 

0.90 

$387,000 

1.15 

$494,500 

0.35 

$150,500 

1.85 

$795,500 

NPV  of  O&M 

costs 

1.10 

$858,000 

1.00 

$780,000 

0.90 

$702,000 

1.15 

$897,000 

0.45 

$351,000 

1.75 

$1,365,000 

NPV  of 

monitoring 

costs 

0.90 

$315,000 

1.00 

$350,000 

1.00 

$350,000 

1.00 

$350,000 

0.50 

$175,000 

1.50 

$525,000 

NPV  of  total 

costs 

1.07 

$1,667,500 

1.07 

$1,667,500 

0.92 

$1,439,000 

1.12 

$1,741,500 

0.43 

$676,500 

1.72 

$2,685,500 

Notes:  All  costs  are  in  thousands  of  dollars  NPV  -  net  present  value 


Factor  -  factor  increase  or  decrease  in  costs  relative  to  the  Base  Case  O&M  -  operation  and  maintenance 
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9.0  IMPLEMENTATION  ISSUES 


This  section  describes  implementation  issues  with  EISB  using  semi-passive  addition  of  electron 
donor  to  treat  perchlorate-impacted  groundwater. 

9.1  ADDITIONAL  SOURCES  OF  INFORMATION 

Many  guidance  documents  are  available  from  organizations  such  as  USEPA,  ITRC,  and  AECEE 
dealing  with  EISB  for  perchlorate  and  chlorinated  solvents.  Many  design  issues  with  EISB  for 
chlorinated  solvents  are  also  common  to  perchlorate.  SERDP/ESTCP  recently  published  a 
monograph  titled  “In  Situ  Bioremediation  of  Perchlorate  in  Groundwater”  (Stroo  and  Ward, 
2009)  based  in  part  on  the  work  described  in  this  Cost  and  Performance  Report.  This  monograph 
contains  information  on  the  various  options  for  treatment  of  perchlorate-impacted  groundwater 
and  on  the  design  for  these  options,  including  the  semi-passive  approach  to  EISB.  A  list  of 
recent  relevant  guidance  documents  is  presented  in  the  Einal  Report. 

9.2  POTENTIAL  ENVIRONMENTAL  ISSUES 

9.2.1  Regulatory  Issues 

The  implementation  of  EISB  in  most  jurisdictions  requires  a  groundwater  reinjection  permit. 
This  permit  must  allow  for  extraction  of  groundwater,  amendment  with  electron  donor,  and 
reinjection  of  the  mixture.  It  is  not  normally  difficult  to  obtain  permits  to  implement  such  a 
program  because  1)  the  groundwater  that  will  be  extracted  will  be  reinjected  close  to  where  it 
was  extracted;  2)  electron  donors  normally  consist  of  innocuous  organic  compounds;  and 
3)  bioaugmentation  (addition  of  a  microbiological  culture)  is  seldom  required  for  EISB  for 
treatment  of  perchlorate. 

9.2.2  Air  Discharge 

The  EISB  process  described  will  not  normally  result  in  discharge  of  chemicals  to  the 
atmosphere. 

9.2.3  Wastewater  Discharge 

The  EISB  process  described  will  not  normally  result  in  the  generation  of  wastewater  streams. 
Extracted  groundwater  is  normally  reinjected  into  the  injection  wells.  Some  small  quantities  of 
wastewater  may  be  generated  during  well  installation,  and  groundwater  sampling  events  and 
must  be  managed  as  they  would  be  for  other  investigation-derived  waste. 

9.2.4  Waste  Storage,  Treatment,  and  Disposal 

The  EISB  process  described  will  not  normally  result  in  the  generation  of  significant  waste 
streams.  Some  waste  may  be  generated  during  well  installation  and  must  be  managed  as  they 
would  be  for  other  investigation-derived  waste. 
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9.3  END-USER  ISSUES 


Potential  end  users  of  this  teehnology  include  responsible  parties  for  contaminated  sites  where 
perchlorate  is  present  in  groundwater.  End  users  will  have  an  interest  in  the  technology  because 
it  can  potentially  treat  groundwater  in  situ  at  an  overall  cost  much  less  than  for  conventional 
P&T  remediation  approaches.  End  users  and  other  stakeholders  may  have  concerns  regarding  1) 
the  effectiveness  of  the  technology  in  reducing  concentrations  of  target  compounds  below 
appropriate  criteria;  2)  potential  negative  impacts  of  excess  electron  donor  on  water  quality 
downgradient  of  the  treatment  zone;  and  3)  potential  negative  impacts  of  the  electron  donor 
addition  on  secondary  water  characteristics. 

9.4  PROCUREMENT  ISSUES 

There  are  no  specialized  equipment  components  required  to  implement  EISB  using  the  semi¬ 
passive  approach  and  no  specialized  services  required.  There  are  no  significant  procurement 
issues  with  the  application  of  this  technology. 

9.5  DESIGN  ISSUES 

Based  on  the  results  of  the  demonstration  conducted  at  the  EHAAP  Site  and  a  review  of  other 
applications  of  the  technology,  potential  design  issues  to  be  considered  in  the  development  of  the 
design  of  semi-passive  EISB  systems  were  identified.  These  design  issues  are  discussed  in  the 
Einal  Report  and  include  how  to  design  systems  for  sites  with: 

•  Eow  hydraulic  conductivity 

•  Significant  variations  in  hydraulic  conductivity 

•  High  concentrations  of  competing  electron  acceptors 

•  High  concentrations  of  naturally  occurring  metals  in  the  soil. 
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APPENDIX  A 


POINTS  OF  CONTACT 


Point  of 
Contact  Name 

Organization 

Phone 

Fax 

E-Mail 

Role 

Andy  Obrochta 

U.S.  Army  Corps  of  Engineers 
CESWT-EC-ER 

1645  South  101  East  Avenue 
Tulsa,  OK  74128 

Phone:  918-669-7155 

Fax:  918-669-7532 

E-Mail:  Andy.Obroehta@usaee.army.mil 

USACE  Projeet 
Manager 

Cliff  Murray 

U.S.  Army  Corps  of  Engineers 
CESWT-EC-DD 

1645  South  101  East  Avenue 
Tulsa,  OK  74128 

Phone:  918-669-7573 

Fax:  918-669-7532 

E-Mail:  Cliff.Murry@usaee.army.mil 

USACE  Teehnieal 
Advisor 

Rose  Zeiler 

U.S.  Army 

P.O.  Box  23610 

Barling,  Arkansas  72923 

Phone:  479-484-2516 

Fax:  479-484-2055 

E-Mail:  zeilerr@sill.army.mil 

LHAPP 

Representative 

Evan  Cox 

Geosyntee  Consultants 

130  Researeh  Lane 

Suite  2 

Guelph,  ON  NIG  5G3 

Canada 

Phone:  519-822-2230  Ext.  237 

Fax:  519-822-3151 

E-Mail:  eeox@geosyntee.eom 

Prineipal 

Investigator 

Tom  Krug 

Geosyntee  Consultants 

130  Researeh  Lane 

Suite  2 

Guelph,  ON  NIG  5G3 

Canada 

Phone:  519-822-2230  Ext.  242 

Fax:  519-822-3151 

E-Mail:  tkmg@geosyntee.eom 

Co-Prineiple 

Investigator 

David  Bertrand 

Geosyntee  Consultants 

130  Researeh  Lane 

Suite  2 

Guelph,  ON  NIG  5G3 

Canada 

Phone:  519-822-2230  Ext.  245 

Fax:  519-822-3151 

E-Mail:  dbertrand@geosyntee.eom 

Field  Study  Leader 

Bill  Corrigan 

Complete  Environmental  Serviee 
(CES) 

P.O.  Box  170 

Kamaek,  TX  75661 

Phone:  903-679-3448 

Fax:  903-679-3448 

E-Mail:  CES@Shreve.net 

Site  Contraetor 

Andrea  Leeson 

ESTCP  Offiee 

901  N.  Stuart  Street 

Suite  303 

Arlington,  VA  22203 

Phone:  703-696-2118 

Fax:  703-696-2114 

E-Mail:  Andrea.Leeson@osd.mil 

Environmental 
Restoration  Program 
Manager 

A-1 


ESTCP  Program  Office 

901  North  Stuart  Street 
Suite  303 

Arlington,  Virginia  22203 

(703)  696-2117  (Phone) 

(703)  696-2114  (Fax) 

E-mail:  estcp@estcp.org 
www.estcp.org 


